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Election Commission of India-State Elections, 2004 to the Legislative Assembly of ORISSA 


LIST OF PARTICIPATING POLITICAL PARTIES 


PARTYTYPE ABBREVIATION PARTY 


NATIONAL PARTIES 
1. BJP Bharatiya Janata Party 
2 BSP Bahujan Samaj Party 
3. CPI Communist Party of India 
4. CPM Communist Party of India (Marxist) 
5 INC Indian National Congress 


STATE PARTIES 
6. BJD Biyu Janata Dal 


STATE PARTIES - OTHER STATES 


7.  AIFB All India Forward Bloc 
8. CPI(ML)L) Communist Party of India (Marxist-Leninist) (Liberation) 
9. JD(S) Janata Dal (Secular) 

10. JD) Janata Dal (United) 

11. JMM Jharkhand Mukti Morcha 

12. RJD Rashtriya Janata Dal 

13. RSP Revolutionary Socialist Party 

14. SHS Shivsena 

15. SP Samajwadi Party 


REGISTERED (Unrecognised) PARTIES 


16. ABHM Akhil Bharat Hindu Mahasabha 

17. AJSU All Jharkhand Students Union 

18. BMVP Bharatiya Manavata Vikas Party 

19. JP Indian Justice Party 

20. JDP Jharkhand Disom Party 

21. JKP Jharkhand Party 

22. JP Janata Party 

23. KSP Kosal Party 

24. LJNSP Lok Jan Shakti Party 

25.  OGP Orissa Gana Parishad 

26. PTSS Proutist Sarva Samaj Party 

27. RPI Republican Party of India 

28. SPSP Sirpanch Samaj Party 

29. SWJP Samajwadi Jan Parishad 
INDEPENDENTS 

30. IND Independent 
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OTHER ABBREVIATIONS AND DESCRIPTION 


ABBREVIATION DESCRIPTION 
FD Forfeited Deposits 
Gen General Constituency 
SC Reserved for Scheduled Castes 
ST Reserved for Scheduled Tribes 
M Men 
W Women 
T Total 
N National Party 
S State Party 
U Registered (Unrecognised) Party 
Z Independent 
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HIGHLIGHTS 
1. NO. OF CONSTITUENCIES 
TYPE OF CONSTITUENCY GEN sc ST TOTAL 
NO. OF CONSTITUENCIES 91 22 34 147 
2. NO. OF CONTESTANTS 
NO. OF CONTESTANTS 1 2 3 4 5 6-10 | 11-15 | Abovel5 
IN A CONSTITUENCY 
NO. OF SUCH 0 4 18 37 26 57 5 0 
CONSTITUENCIES 


TOTAL CONTESTANTS IN FRAY 
AVERAGE CONTESTANTS PER CONSTITUENCY 


MINIMUM CONTESTANTS IN A CONSTITUENCY 


MAXIMUM CONTESTANTS IN A CONSTITUENCY 


3. ELECTORS 


15 IN 5-BANGRIPOSI 


MEN WOMEN TOTAL 
i. NO. OF ELECTORS 13191689 12460300 25651989 
ii. GENERAL VOTERS 9003728 7933705 16937433 
iii, POSTAL VOTERS 5484 
iv. PROXY VOTERS 0 
v. TOTAL VOTERS 16942917 
vi. POLLING PERCENTAGE 66.05% 
4. NO. OF VALID VOTES 16933456 
5. NO. OF VOTES REJECTED (Postal) 2441 
6. VOTES NOT RETRIEVED FROM EVM 7020 
7. NO. OF POLLING STATIONS 26250 
8. AVERAGE NO. OF ELECTORS 
PER POLLING STATION 977 
9. PERFORMANCE OF WOMEN CANDIDATES VIS-A-VIS MEN CANDIDATES 
MEN WOMEN TOTAL 
i. NO. OF CONTESTANTS 747 55 802 
ii, ELECTED 136 ll 147 
iii, FORFEITED DEPOSITS 440 38 478 
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LIST OF SUCCESSFUL CANDIDATES 


CONSTITUENCY 
KARANIIA (ST) 
JASHIPUR (ST) 
BAHALDA (ST) 
RAIRANGPUR (ST) 
BANGRIPOSI (ST) 
KULIANA (ST) 
BARIPADA 
BAISINGA (ST) 
KHUNTA (ST) 
UDALA (ST) 


. BHOGRAI 


JALESWAR 


. BASTA 


BALASORE 

SORO 

SIMULIA 

NILGIRI 
BHANDARIPOKHARI (SC) 
BHADRAK 


. DHAMNAGAR 
. CHANDBALI (SC) 


BASUDEVPUR 


. SUKINDA 


KORAI 


_ JAJPUR (SC) 
. DHARAMSALA 

. BARCHANA 

. BARI-DERABISI 

. BINJHARPUR (SC) 


AUL 


. PATAMUNDAI (SC) 


RAJNAGAR 


. KENDRAPARA 


PATKURA 


. TIRTOL 


ERSAMA 
BALIKUDA 


. JAGATSINGHPUR (SC) 


KISSANNAGAR 


. MAHANGA 
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WINNER 

AJIT HEMBRAM 
SHAMBHU NATH NAIK 
PRAHLAD PURTY 
DROUPADI MURMU 
CHAITANYA PRASAD MAJHI 
SANANDA MARNDI 
BIMAL LOCHAN DAS 
PRAMILA GIRI 

GOLAK BIHARI NAIK 
BHASKAR MADHEI 
ANANTA DAS 

ASWINI KUMAR PATRA 
RAGHUNATH MOHANTY 
ARUN DEY 

KARTIK MAHAPATRA 
PADMA LOCHAN PANDA 
PRATAP CHANDRA SARANGI 
ANANTA SETHI 

NAREN PALLAI 
MANMOHAN SAMAL 
NETRANANDA MALLICK 
BIJAYSHREE ROUTRAY 
PRAFULLA CHANDRA GHADAI 
SANCHITA MOHANTY 
PARAMESWAR SETHI 
KALPATARU DAS 
SITAKANTA MOHAPATRA 
DEBASIS NAYAK 
PRAMILA MALLIK 
PRATAP KESHARI DEB 
KISHOR CHANDRA TARAI 
NALINIKANTA MOHANTY 
UTKAL KESHARI PARIDA 
ATANU SABYASACHI NAYAK 
CHIRANJIB BISWAL 

DR. DAMODAR ROUT 
UMESH CHANDRA SWAIN 
BISHNU CHARAN DAS 
PRATAP JENA 

BIKRAM KESHARI BARMA 


n 
col 
a 


ZFS 5 5S EEF EEE KEE FEST KEEFER ECE SE EEE EE KE EK EE AEEK ETE HAEEE 


PARTY 
BJD 
IND 
JMM 
BJP 
BJD 
BJP 
JMM 
BJP 
BJP 
BJP 
BJD 
BJP 
BJD 
OGP 
INC 
INC 
BJP 
INC 
INC 
BJP 
INC 
BJD 
BJD 
BJP 
BJD 
BJD 
INC 
BJD 
BJD 
BJD 
BJD 
INC 
OGP 
BJD 
INC 
BJD 
INC 
BJD 
BJD 
BJD 


Al. 
42. 
43. 
44. 
45. 
46. 
47. 
48. 
49. 
50. 
51. 
52. 
53. 
54, 
55. 
56. 
57. 
58. 
59. 
60. 
61. 
62. 
63. 
64. 
65. 
66. 
67. 
68. 
69. 
70. 
71. 
72. 
73: 
74. 
7. 
16. 
71. 
78. 
79. 
80. 
81. 
82. 
83. 
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CONSTITUENCY 
SALEPUR (SC) 
GOBINDPUR 
CUTTACK SADAR 
CUTTACK CITY 
CHOUDWAR 
BANKI 
ATHGARH 
BARAMBA 
BALIPATNA (SC) 
BHUBANESWAR 
JATNI 

PIPLI 
NIMAPARA (SC) 
KAKATPUR 
SATYABADI 
PURI 
BRAHMAGIRI 
CHILKA 
KHURDA 
BEGUNIA 
RANPUR 
NAYAGARH 
KHANDAPARA 
DASPALLA 


JAGANATHPRASAD (SC) 


BHANJANAGAR 
SURUDA 

ASKA 
KAVISURYANAGAR 
KODALA 
KHALLIKOTE 
CHATRAPUR 
HINJILI 
GOPALPUR (SC) 
BERHAMPUR 
CHIKATI 
MOHANA 
RAMAGIRI (ST) 
PARLAKHEMUNDI 
GUNUPUR (ST) 


BISSAM-CUTTACK (ST) 


RAYAGADA (ST) 
LAKSHMIPUR (ST) 


WINNER 

KALINDI BEHERA 

RABINDRA KUMAR MALLICK 
PRAVAT RANJAN BISWAL 
SAMIR DEY 

DHARMANANDA BEHERA 
DEBASIS PATTNAIK 
RANENDRA PRATAP SWAIN 
DEBIPRASAD MISHRA 

SASHI BHUSAN BEHERA 
BISWABHUSAN HARICHANDAN 
SARAT PATKARAY 

PRADEEP MAHARATHY 
BAIDHAR MALLICK 

SURENDRA NATH NAIK 
RAMARANJAN BALIARSINGH 
MAHESWAR MOHANTY 
LALATENDU BIDYADHAR MOHAPATRA 
BIBHUTI BHUSAN HARICHANDAN 
JYOTIRINDRA NATH MITRA 
JANAKI BALLAV PATNAIK 
SURAMA PADHY 

ARUN KUMAR SAHOO 
BIJAYALAXMI PATTNAIK 
RUDRA MADHAB RAY 
MADHABA NANDA BEHERA 
BIKRAM KESHARI ARUKHA 
KISHORE CHANDRA SINGH DEO 
SAROJ KUMAR PADHY 

LADU KISHORE SWAIN 
NIRANJAN PRADHAN 

V. SUGNANA KUMARI DEO 
NAGIREDDY NARAYAN REDDY 
NAVEEN PATNAIK 

DR. TRINATH BEHERA 

DR. RAMESH CHANDRA CHYAU PATNAIK 
USHA DEVI 

SRUJYA NARAYAN PATRO 
BHARAT PAIK 

TRINATH SAHU 

HEMABATI GAMANG 
DAMBARUDHAR ULAKA 
ULAKA RAMA CHANDRA 
ANANTARAM MAJHI 


n 
col 
~ 
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PARTY 
BJD 
INC 
IND 
BJP 
BJD 
INC 
BJD 
BJD 
BJD 
BJP 
BJD 
BJD 
BJP 
BJD 
IND 
BJD 
INC 
BJP 
BJD 
INC 
BJP 
BJD 
IND 
IND 
BJD 
BJD 
BJP 
IND 
BJD 
BJD 
BJD 
CPI 
BJD 
INC 
BJD 
BJD 
BJD 
BJP 
INC 
INC 
INC 
INC 
INC 


CONSTITUENCY 
84. POTTANGI (ST) 
85. KORAPUT 
86. MALKANGIRI (SC) 
87. CHITRAKONDA (ST) 
88. KOTPAD (ST) 
89. JEYPORE 
90. NOWRANGPUR 
91. KODINGA (ST) 
92. DABUGAM (ST) 
93. UMARKOTE (ST) 
94. NAWAPARA 
95. KHARIAR 
96. DHARAMGARH (SC) 
97. KOKSARA 
98. JUNAGARH 
99. BHAWANIPATNA (SC) 
00. NARLA (ST) 
01. KESINGA 
02. BALLIGUDA (ST) 
03. UDAYAGIRI (ST) 
04. PHULBANI (SC) 
05. BOUDH 
06. TITILAGARH (SC) 
07. KANTABANII 
08. PATNAGARH 
09. SAINTALA 
10. LOISINGHA 
11. BOLANGIR 
12. SONEPUR (SC) 
13. BINKA 
14. BIRMAHARAJPUR 
15. ATHMALLIK 
16. ANGUL 
17. HINDOL (SC) 
18. DHENKANAL 
19. GONDIA 
20. KAMAKHYANAGAR 
21. PALLAHARA 
22. TALCHER (SC) 
23. PADAMPUR 
24. MELCHHAMUNDA 
25. BIJEPUR 


26. BHATLI (SC) 
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WINNER 

JAYARAM PANGI 

TARA PRASAD BAHINIPATI 
NIMAI CHANDRA SARKAR 
PRAHALAD DORA 
BASUDEV MAJHI 

RABI NARAYAN NANDA 
HABIBULLA KHAN 

SADAN NAYAK 

RAMESH CH. MAJHI 
DHARMU GOND 

RAJENDRA DHOLAKIA 
DURYODHAN MAJHI 

BIRA SIPKA 

PUSHPENDRA SINGH DEO 
HIMANSU SEKHAR MEHER 
PRADIPTA KUMAR NAIK 
BALABHADRA MAJHI 
DHANESWAR MAJHI 
KARENDRA MAJHI 
AJAYANTI PRADHAN 
PADMANABHA BEHERA 
PRADIP KUMAR AMAT 
JOGENDRA BEHERA 

HAJI MD. AYUB KHAN 
KANAK VARDHAN SINGH DEO 
KALIKESH NARAYAN SINGH DEO 
NARASINGHA MISHRA 
ANANGA UDAYA SINGH DEO 
BINOD PATRA 

NIRANJAN PUJHARI 
SANJEEB KUMAR SAHOO 
NAGENDRA KUMAR PRADHAN 
RAJANI KANT SINGH 
ANJALI BEHERA 

SUDHIR KUMAR SAMAL 
SAROJ KUMAR SAMAL 
PRAFULLA KUMAR MALLIK 
NRUSINGHA SAHU 
MAHESH SAHOO 

SATYA BHUSAN SAHU 
MOHAMMAD RAFIQUE 
SUBAL SAHU 

BIMBADHAR KUANR 


n 
col 
~ 
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PARTY 
BJD 
INC 
INC 
BJP 
INC 
BJD 
INC 
INC 
BJD 
BJP 
IND 
BJD 
BJD 
BJD 
BJP 
BJP 
BJD 
BJP 
BJP 
INC 
BJD 
BJD 
BJD 
IND 
BJP 
BJD 
INC 
BJD 
INC 
BJD 
BJD 
BJD 
BJD 
BJD 
INC 
BJD 
BJD 
INC 
BJP 
INC 
BJP 
INC 
BJP 
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27. 
28. 
29. 
30. 
31. 
32. 
33. 
34, 
35. 
36. 
37. 
38. 
39. 
40. 
Al. 
42. 
43. 
44, 
45. 
46. 
47. 


CONSTITUENCY 
BARGARH 
SAMBALPUR 
BRAJARAJNAGAR 
JHARSUGUDA 
LAIKERA (ST) 
KUCHINDA (ST) 
RAIRAKHOL (SC) 
DEOGARH 
SUNDARGARH 
TALSARA (ST) 
RAJGANGPUR (ST) 
BIRAMITRAPUR (ST) 
ROURKELA 
RAGHUNATHPALI (ST) 
BONAI (ST) 
CHAMPUA (ST) 
PATNA (ST) 
KEONJHAR (ST) 
TELKOI (ST) 
RAMCHANDRAPUR 
ANANDAPUR (SC) 


WINNER 

ANANDA ACHARYA 
JAYANARAYAN MISHRA 
ANUP KUMAR SAI 
KISHOR KUMAR MOHANTY 
BRUNDABAN MAJHI 
RABI NARAYAN NAIK 
SANATAN BISI 

NITESH GANGA DEB 
SHANKARSAN NAIK 
GAJADHAR MAJHI 
GREGORY MINZ 

NIHAR SURIN 

SARADA PRASAD NAYAK 
HALU MUNDARY 
LAXMAN MUNDA 
DHANURJAY SIDU 
GOURAHARI NAIK 
MOHAN CHARAN MAJHI 
NILADRI NAYAK 
NIRANJAN PATNAIK 
JAYADEV JENA 


n 
col 
~ 
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PERFORMANCE OF POLITICAL PARTIES 


PARTY SEATS VOTES POLLED VOTE % IN 
SEATS 
CONTESTED WON FD VOTES % CONTESTED 
NATIONAL PARTIES 
1. BJP 63 32 1 2898105 17.11% 40.43% 
2. BSP 86 0 86 326724 1.93% 3.25% 
3. CPI 6 1 4 129989 0.77% 17.22% 
4. CPM 3 1 1 93159 0.55% 27.60% 
5. INC 133 38 9 5896713 34.82% 38.50% 
291 72 101 9344690 55.18% 
STATE PARTIES 
6. BJD 84 61 1 4632280 27.36% 47.44% 
84 61 1 4632280 27.36% 
STATE PARTIES - OTHER STATES 
7. AIFB 1 0 1 832 0.00% 0.79% 
8. CPI(ML)(L) 8 0 8 28531 0.17% 3.32% 
9. JD(S) 8 0 7 75223 0.44% 8.33% 
10. JD(U) 5 0 5 12080 0.07% 2.19% 
ll. JMM 12 4 3 301777 1.78% 24.32% 
12. RID 4 0 4 2942 0.02% 0.55% 
13. RSP 2 0 2 4469 0.03% 1.71% 
14. SHS 4 0 4 10733 0.06% 2.51% 
15. Sp 29 0 28 99214 0.59% 2.84% 
73 4 62 535801 3.16% 
REGISTERED (Unrecognised) PARTIES 
16. ABHM 1 0 1 2159 0.01% 1.92% 
17. AJSU 4 0 4 18982 0.11% 4.99% 
18. BMVP 10 0 10 12498 0.07% 0.99% 
19. [JP 1 0 1 1563 0.01% 1.77% 
20. JDP 1 0 1 1489 0.01% 1.87% 
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PARTY SEATS VOTES POLLED VOTE % IN 
SEATS 

CONTESTED WON FD VOTES % CONTESTED 
21. JKP 3 0 3 8751 0.05% 2.94% 
22. JP 4 0 4 8022 0.05% 1.61% 
23. KSP 4 0 4 11062 0.07% 2.50% 
24. LJNSP I 0 1 1621 0.01% 1.47% 
25. OGP 4 2 0 217998 1.29% 43.29% 
26. PTSS 1 0 1 1443 0.01% 0.93% 
27. RPI 23 0 23 47831 0.28% 1.76% 
28. SPSP 1 0 1 1251 0.01% 1.33% 
29. SWJP 1 0 1 20365 0.12% 15.55% 

59 2: 55 355035 2.10% 

INDEPENDENTS 

30. IND 295 8 259 2065650 12.20% 14.62% 

295 8 259 2065650 12.20% 

Grand Total : 802 147 478 16933456 
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CANDIDATES DATA SUMMARY 


TYPE OF CONSTITUENCY 


GEN 

1. NO.OF CONSTITUENCIES 91 
2. NOMINATIONS FILED 

a. Men 536 

b. Women 38 

c. Total 574 
3. NOMINATIONS REJECTED 

a. Men 35 

b. Women 3 

c. Total 38 
4. NOMINATIONS WITHDRAWN 

a. Men 35 

b. Women 7 

c. Total 42 
5. CONTESTING CANDIDATES 

a. Men 466 

b. Women 28 

c. Total 494 
6. FORFEITED DEPOSITS 

a. Men 276 

b. Women 21 

c. Total 297 


SC 


22 


59 


62 


ST 


34 


223 
25 
248 


24 


178 


21 
199 


105 
14 
119 


TOTAL 


440 
38 
478 
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ELECTORS DATA SUMMARY 


TYPE OF CONSTITUENCY 


GEN SC ST TOTAL 
1. NO. OF CONSTITUENCIES 91 22 34 147 
2s ELECTORS 
a. Men 8597481 1970689 2623519 13191689 
b. Women 7940243 1869798 2650259 12460300 
c. Total 16537724 3840487 5273778 25651989 
3. VOTERS 
a. Men 5801538 1340378 1861812 9003728 
b. Women 5111950 1167721 1654034 7933705 
c. Postal 3629 1018 837 5484 
d. Proxy 0 0 0 0 
e. Total 10917117 2509117 3516683 16942917 
3(A). POLL PERCENTAGE 66.05 
4. VOTES 
a. REJECTED VOTES (Postal) 2441 
b. VOTES NOT RETRIEVED FROM EVM 7020 
c. TOTAL VALID VOTES POLLED 16933456 
d. TENDERED VOTES 1847 
5. NO. OF POLLING STATIONS 16582 3953 5715 26250 
6. AVERAGE NO. OF ELECTORS 997 972 923 977 
PER POLLING STATION 


Electors => Men - Women electors includes general and service electors 


Poll Percentage => calculated based on the following formula 
(Total Voters / Total Electors) * 100 


Average No. of Electors per polling station => Total Electors / no. of Polling Stations 
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WOMEN CANDIDATES 


CONSTITUENCY 
Rank CANDIDATE PARTY Votes Polled__ Status Winner's Margin Total 
Votes % motes his 
3- BAHALDA (ST) 
4. HELENA BAGE IND 12796 16.03 EF 20041 7245 79820 
5  LOPAMUDRA HANSDAH IND 7322 917° #*F 20041 12719 79820 
4- RAIRANGPUR (ST) 
1 DROUPADI MURMU BIP 29295 3266 W 29295 0 89689 
5 SUKANTIPINGUA IND 2511 280 F 29295 26784 89689 
6- KULIANA (ST) 
3. SARASWATI HEMBRAM INC 10561 9.60 F 44775 34214 109972 
8- BAISINGA (ST) 
1 PRAMILA GIRI BIP 37382 34.59 WwW 37382 0 108063 
9- KHUNTA (ST) 
6  USHAMANI SINGH IND 1355 126 =F 44333 42978 107166 
10 - UDALA (ST) 
8  PADMINI MARANDI IND 1365 135 #F 32755 31390 —-—«:101308 
11- BHOGRAI 
3. KAMALADAS INC 22541 16.06 =F 57589 35048 «140375 
14- BALASORE 
3 URMILA MAJHI BSP 1514 0.98 =F 73291 71777 ~—«154744 
8 | BAWJAYANTIMALA IND 786 O51 #F 73291 72505 154744 
SAMANTARAY 
10 BASANTALATA PATTANAYAK IND 491 032  -F 73291 72800 154744 
17- NILGIRI 
7 SUNITI SING IND 1382 102 #F 65530 64148 «135154 
24- KORAI 
1 SANCHITA MOHANTY BIP 67888 55.18 W 67888 0 123026 
29- BINJHARPUR (SC) 
1 PRAMILA MALLIK BID 60678 55.44. W 60678 0 109452 
43 - CUTTACK SADAR 
7 LALITA SATPATHY SP 355 027. #&-F 60822 60467 131505 
48- BARAMBA 
3. JHARANA DAS BSP 5219 464 =F 70441 65222 —«:112466 
57- BRAHMAGIRI 
3. LAXMIPRIYA MALIK BSP 3858 2.74 —Ss*F 70493 66635 140945 
60- BEGUNIA 
4. SWAGATIKA PATTANAIK IND 1444 «115i 59658 58214 125840 
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12 


CONSTITUENCY 
Rank CANDIDATE 


61- RANPUR 
1 SURAMA PADHY 
6  ASHAMANI NAIK 
63 - KHANDAPARA 
1 BIJAYALAXMI PATTNAIK 
64- DASPALLA 
5 KAMALA PATTASANI 
70 - KODALA 
2. KUMUDINI PATNAIK 
71- KHALLIKOTE 
1 -V.SUGNANA KUMARI DEO 
76- CHIKATI 
1 ‘USHA DEVI 
78- RAMAGIRI (ST) 
5 | BANDANA BADAMUNDI 
80 - GUNUPUR (ST) 
1 HEMABATI GAMANG 
87- CHITRAKONDA (ST) 
2 | MAMATA MADHI 
93 - UMARKOTE (ST) 
3. PORAMA PUJARI 
97- KOKSARA 
8  TILOTTAMA NAIK 
99 - BHAWANIPATNA (SC) 
4 URBASI NAIK 
103 - UDAYAGIRI (ST) 
1 AJAYANTI PRADHAN 
106 - TITILAGARH (SC) 
2. ASHIMA MAHANANDA 
113- BINKA 
6 BIMALA NAIK 
115- ATHMALLIK 
5 SANTILATA BEHERA 
117- HINDOL (SC) 
1 ANJALI BEHERA 
118- DHENKANAL 


4 ANJULATA PRADHAN 


5 USHA DEHURY 


PARTY 


BJP 


RPI 


IND 


BSP 


INC 


BJD 


BJD 


IND 


INC 


INC 


INC 


IND 


IND 


INC 


INC 


BSP 


BJD 


Votes Polled 

Votes % 
58259 48.13 
1316 1.09 
30997 31.30 
2118 = 2.14 
41017. 37.57 
63351 57.58 
54953 49.85 
2616 ~=—-2.92 
41111 41.45 
36056 39.47 
33685 26.68 
1812 1.76 
2826 ~—-.2.59 
54248 48.76 
41593 40.41 
2667 ~—-2.02 
1287 1.07 
47130 48.22 
1856 1.73 
1606 1.49 


Votes 


58259 


58259 


30997 


33849 


61029 


63351 


54953 


33542 


41111 


38340 


48346 


54270 


53733 


54248 


49689 


54298 


55130 


47130 


53477 


53477 


Status Winner's Margin 


56943 


0 


31731 


20012 


0 


30926 


2284 


14661 


52458 


50907 


8096 


51631 


53843 


Total 
Valid 
Votes 


121037 


121037 


99040 


98987 


109161 


110017 


110246 


89652 


99176 


91344 


126275 


102835 


109127 


111261 


102933 


132274 


120462 


97743 


107580 


107580 
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CONSTITUENCY 
Rank CANDIDATE 


119- GONDIA 


6 SULOCHANA NAYAK 


120- KAMAKHYANAGAR 


3 SANTABALA JEE 


6 RANJUBALA NAYAK 


7 SANTILATA SWAIN 


122 - TALCHER (SC) 


3 SASHMITA BEHERA 


7 AHALYA NAIK 
129- BRAJARAJNAGAR 


3 RADHARANI PANDA 


5 SUSILA TANDI 
136 - TALSARA (ST) 

3. -RAJNIKUJUR 
137- RAJGANGPUR (ST) 

3. ANGELA TETE 

4 CLARA BARLA 
140- RAGHUNATHPALI (ST) 


2 PURNIMA KERKETTA 


4 PADMINI NAIK 


6 ALISA MUNDARI 


143 - PATNA (ST) 


4 SUMITRARANI BIRUA 


144- KEONJHAR (ST) 


4 SASMITARANI SINGH 


PARTY 


RPI 


INC 
RPI 


IND 


IND 


IND 


IND 


BSP 


IND 


IND 


JKP 


BJP 
IND 


IND 


BSP 


IND 


Votes Polled 
Votes % 
1154 1.03 
20234 ~=—«:17.01 
2741 2.30 
1665 1.40 
12822 8.99 
980 0.69 
14731 14.27 
2394 2.32 
4023 4.33 
5949 5.11 
3265 2.80 
34809 32.41 
6814 6.34 
3900 3.63 
3823 3.47 
5344 4.65 


Votes 


42421 


53351 
53351 


53351 


65561 


65561 


40407 


40407 


43396 


59165 


59165 


35521 
35521 


35521 


42744 


46146 


Status Winner's Margin 


41267 


33117 


50610 


51686 


52739 


64581 


25676 


38013 


39373 


53216 


55900 


712 


28707 


31621 


38921 


40802 


Total 
Valid 
Votes 


112369 


118987 
118987 


118987 


142671 


142671 


103259 


103259 


92943 


116495 


116495 


107400 
107400 


107400 


110309 


114950 


N.B. : Candidate Status : W - Winner, F - Forfeited Deposit, N - Not Won and not Forfeited Deposit. 


Total Women Contestants: 


55 


Total Elected Women : 


11 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 1-KARANJIA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 10 0 10 
2. NOMINATION REJECTED 2 0 2 
3. WITHDRAWN 0 0 0 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
If. ELECTORS 
1. GENERAL 68223 68566 136789 
2. SERVICE 24 7 41 
3. TOTAL 68247 68583 136830 
Il. VOTERS 
1. GENERAL 49847 43801 93648 
2. PROXY 0 
3. POSTAL 8 
4. TOTAL 49847 43801 93656 
IV. VOTES 
1. REJECTED VOTES (Postel) 8 
2. VOTES NOT RETREIVED FROM EVM 27 
3. TOTAL VALID VOTES POLLED 93621 
4. TENDERED VOTES 6 
V. POLLING STATIONS 
NUMBER: !29 AVERAGE ELECTORS PER POLLING STATION : 1061 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD AJIT HEMBRAM 38405 
Runner up : INC PADMA CHARAN HAIBURU 29149 
MARGIN : 9256 (9.89% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 2 - JASHIPUR (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 1 0 11 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 1 0 1 
5. FORFEITED DEPOSIT 8 0 8 
If. ELECTORS 
1. GENERAL 61999 63494 125493 
2. SERVICE 47 26 73 
3. TOTAL 62046 63520 125566 
Il. VOTERS 
1. GENERAL 46002 42093 88095 
2. PROXY 0 
3. POSTAL 15 
4. TOTAL 46002 42093 88110 
IV. VOTES 
1. REJECTED VOTES (Postel) 14 
2. VOTES NOT RETREIVED FROM EVM 20 
3. TOTAL VALID VOTES POLLED 88076 
4. TENDERED VOTES 6 
V. POLLING STATIONS 
NUMBER: !25 AVERAGE ELECTORS PER POLLING STATION : 1005 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND SHAMBHU NATH NAIK 22831 
Runner up : BJP MANGAL SINGH MUDI 17529 
MARGIN : 5302 ( 6.02% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 3 - BAHALDA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 9 2 ll 
2. NOMINATION REJECTED 1 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 8 2 10 
5. FORFEITED DEPOSIT 6 2 8 
II. ELECTORS 
1. GENERAL 60811 67044 127855 
2. SERVICE 91 47 138 
3. TOTAL 60902 67091 127993 
Ill. VOTERS 
1. GENERAL 41499 38305 79804 
2. PROXY 0 
3. POSTAL 24 
4. TOTAL 41499 38305 79828 
IV. VOTES 
1. REJECTED VOTES (Postel) 8 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 79820 
4. TENDERED VOTES 2 
V. POLLING STATIONS 
NUMBER : 137 AVERAGE ELECTORS PER POLLING STATION : 934 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JMM PRAHLAD PURTY 20041 
Runner up : BJP KHELARAM MAHALI 19216 
MARGIN : 825 ( 1.03% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 4-RATRANGPUR (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 3 8 
2. NOMINATION REJECTED 0 1 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 2 7 
5. FORFEITED DEPOSIT 3 1 4 
Il. ELECTORS 
1. GENERAL 64859 66287 131146 
2. SERVICE 110 59 169 
3. TOTAL 64969 66346 131315 
Il. VOTERS 
1. GENERAL 46258 43411 89669 
2. PROXY 0 
3. POSTAL 29 
4. TOTAL 46258 43411 89698 
IV. VOTES 
1. REJECTED VOTES (Postel) 9 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 89689 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 143 AVERAGE ELECTORS PER POLLING STATION : 918 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJP DROUPADI MURMU 29295 
Runner up : JMM RAM CHANDRA MURMU 29253 
MARGIN. : 42 (0.05% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 5-BANGRIPOSI (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 15 1 16 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 l 1 
4. CONTESTED 15 0 15 
5. FORFEITED DEPOSIT 13 0 13 
If. ELECTORS 
1. GENERAL 70303 70470 140773 
2. SERVICE 43 20 63 
3. TOTAL 70346 70490 140836 
Il. VOTERS 
1. GENERAL 52927 47629 100556 
2. PROXY 0 
3. POSTAL 7 
4. TOTAL 52927 47629 100563 
IV. VOTES 
1. REJECTED VOTES (Postel) 3 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 100560 
4. TENDERED VOTES 8 
V. POLLING STATIONS 
NUMBER: !48 AVERAGE ELECTORS PER POLLING STATION : 952 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD CHAITANYA PRASAD MAJHI 22581 
Runner up : JMM AJEN MURMU 17156 
MARGIN : 5425 (5.39% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 6 - KULIANA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 1 8 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN | 0 1 
4. CONTESTED 6 1 7 
5. FORFEITED DEPOSIT 4 1 5 
If. ELECTORS 
1. GENERAL 72262 71911 144173 
2. SERVICE 94 38 132 
3. TOTAL 72356 71949 144305 
Il. VOTERS 
1. GENERAL 57306 52658 109964 
2. PROXY 0 
3. POSTAL 10 
4. TOTAL 57306 52658 109974 
IV. VOTES 
1. REJECTED VOTES (Postel) 2 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 109972 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 152 AVERAGE ELECTORS PER POLLING STATION : 949 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP SANANDA MARNDI 44775 
Runner up : JMM SUDAM MARNDI 41020 
MARGIN : 3755 (3.41% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 7-BARIPADA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 10 0 10 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 10 0 10 
5. FORFEITED DEPOSIT 8 0 8 
If. ELECTORS 
1. GENERAL 87182 84796 171978 
2. SERVICE 54 33 87 
3. TOTAL 87236 84829 172065 
Il. VOTERS 
1. GENERAL 65043 61045 126088 
2. PROXY 0 
3. POSTAL 21 
4. TOTAL 65043 61045 126109 
IV. VOTES 
1. REJECTED VOTES (Postel) 3 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 126106 
4. TENDERED VOTES 4 
V. POLLING STATIONS 
NUMBER : !65 AVERAGE ELECTORS PER POLLING STATION : 1043 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : JMM BIMAL LOCHAN DAS 44463 
Runner up : BJP RAJ KISHORE DASH 30397 
MARGIN : 14066 (11.15% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 8 - BAISINGA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 10 1 11 
2. NOMINATION REJECTED 3 0 3 
3. WITHDRAWN 2 0 2 
4. CONTESTED 5 1 6 
5. FORFEITED DEPOSIT 4 0 4 
II. ELECTORS 
1. GENERAL 73044 73598 146642 
2. SERVICE 73 32 105 
3. TOTAL 7B117 73630 146747 
Ill. VOTERS 
1. GENERAL 55849 52206 108055 
2. PROXY 0 
3. POSTAL 11 
4. TOTAL 55849 52206 108066 
IV. VOTES 
1. REJECTED VOTES (Postel) 3 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 108063 
4. TENDERED VOTES 8 
V. POLLING STATIONS 
NUMBER : 154 AVERAGE ELECTORS PER POLLING STATION : 953 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP PRAMILA GIRI 37382 
Runner up : IND BIRAM MAJHI 35220 
MARGIN : 2162 (2.00% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 9 - KHUNTA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 9 1 10 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN l 0 1 
4. CONTESTED 7 1 8 
5. FORFEITED DEPOSIT 4 1 5 
If. ELECTORS 
1. GENERAL 76254 71819 148073 
2. SERVICE 51 5 56 
3. TOTAL 76305 71824 148129 
Il. VOTERS 
1. GENERAL 55797 52113 107910 
2. PROXY 0 
3. POSTAL 13 
4. TOTAL 55797 52113 107923 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 757 
3. TOTAL VALID VOTES POLLED 107166 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: !6! AVERAGE ELECTORS PER POLLING STATION : 920 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP GOLAK BIHARI NAIK 44333 
Runner up : INC SURENDRA NATH MAJHI 34362 
MARGIN : 9971 (9.30% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 10 -UDALA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 9 1 10 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN | 0 1 
4. CONTESTED 7 1 8 
5. FORFEITED DEPOSIT 4 1 5 
If. ELECTORS 
1. GENERAL 75975 72440 148415 
2. SERVICE 45 4 49 
3. TOTAL 76020 72444 148464 
Il. VOTERS 
1. GENERAL 53570 47544 101114 
2. PROXY 0 
3. POSTAL 199 
4. TOTAL 53570 47544 101313 
IV. VOTES 
1. REJECTED VOTES (Postel) 5 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 101308 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 152 AVERAGE ELECTORS PER POLLING STATION : 977 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP BHASKAR MADHEI 32755 
Runner up : INC ANANGA SENAPATI 26839 
MARGIN : 5916 ( 5.84% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 11 - BHOGRAI 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 1 6 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 1 6 
5. FORFEITED DEPOSIT 3 1 4 
If. ELECTORS 
1. GENERAL 103467 98773 202240 
2. SERVICE 84 46 130 
3. TOTAL 103551 98819 202370 
Il. VOTERS 
1. GENERAL 72537 67883 140420 
2. PROXY 0 
3. POSTAL 4 
4. TOTAL 72537 67883 140424 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 49 
3. TOTAL VALID VOTES POLLED 140375 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 195 AVERAGE ELECTORS PER POLLING STATION : — 1038 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD ANANTA DAS 57589 
Runner up : IND KARTIKESWAR PATRA 55909 
MARGIN : 1680 (1.20% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 12 - JALESWAR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4, CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 110815 107762 218577 
2. SERVICE 213 112 325 
3. TOTAL 111028 107874 218902 
IW. VOTERS 
1. GENERAL 83281 81285 164566 
2. PROXY 0 
3. POSTAL 27 
4. TOTAL 83281 81285 164593 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 19 
3. TOTAL VALID VOTES POLLED 164574 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 206 AVERAGE ELECTORS PER POLLING STATION : 1063 
DATE(s) OF RE-POLL, IF ANY : 29-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 1 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP ASWINI KUMAR PATRA 84930 
Runner up : INC JAYANARAYAN MOHANTY 76002 
MARGIN ss: 8928 (5.42% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 13 -BASTA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 1 8 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN l 1 2 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
If. ELECTORS 
1. GENERAL 94209 91365 185574 
2. SERVICE 98 50 148 
3. TOTAL 94307 91415 185722 
Il. VOTERS 
1. GENERAL 70363 66356 136719 
2. PROXY 0 
3. POSTAL 65 
4. TOTAL 70363 66356 136784 
IV. VOTES 
1. REJECTED VOTES (Postel) 57 
2. VOTES NOT RETREIVED FROM EVM 35 
3. TOTAL VALID VOTES POLLED 136692 
4. TENDERED VOTES 12 
V. POLLING STATIONS 
NUMBER: !72 AVERAGE ELECTORS PER POLLING STATION : = 1080 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD RAGHUNATH MOHANTY 76316 
Runner up : INC SANJIV GIRI 40206 
MARGIN : 36110 ( 26.42% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 14 -BALASORE 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 11 3 14 
2. NOMINATION REJECTED 3 0 3 
3. WITHDRAWN 0 0 0 
4. CONTESTED 8 3 11 
5. FORFEITED DEPOSIT 6 3 9 
Il. ELECTORS 
1. GENERAL 122425 109677 232102 
2. SERVICE 201 104 305 
3. TOTAL 122626 109781 232407 
Il. VOTERS 
1. GENERAL 83741 71030 154771 
2. PROXY 0 
3. POSTAL 315 
4. TOTAL 83741 71030 155086 
IV. VOTES 
1. REJECTED VOTES (Postel) 306 
2. VOTES NOT RETREIVED FROM EVM 36 
3. TOTAL VALID VOTES POLLED 154744 
4. TENDERED VOTES 17 
V. POLLING STATIONS 
NUMBER : 207 AVERAGE ELECTORS PER POLLING STATION : _ 1123 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: OGP ARUN DEY 73291 
Runner up : BJP JIBAN PRADIP DASH 72706 
MARGIN : 585 (0.38% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 15-SORO 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
If. ELECTORS 
1. GENERAL 100195 95605 195800 
2. SERVICE 224 105 329 
3. TOTAL 100419 95710 196129 
Il. VOTERS 
1. GENERAL 67182 68817 135999 
2. PROXY 0 
3. POSTAL 17 
4. TOTAL 67182 68817 136016 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 117 
3. TOTAL VALID VOTES POLLED 135899 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: !87 AVERAGE ELECTORS PER POLLING STATION : 1049 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC KARTIK MAHAPATRA 66517 
Runner up : BJP BIRENDRA MOHAN BISWAL 65659 
MARGIN : 858 (0.63% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 16 -SIMULIA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 0 3 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT | 0 1 
If. ELECTORS 
1. GENERAL 96014 94316 190330 
2. SERVICE 98 49 147 
3. TOTAL 96112 94365 190477 
Il. VOTERS 
1. GENERAL 63827 67321 131148 
2. PROXY 0 
3. POSTAL 38 
4. TOTAL 63827 67321 131186 
IV. VOTES 
1. REJECTED VOTES (Postel) 33 
2. VOTES NOT RETREIVED FROM EVM 66 
3. TOTAL VALID VOTES POLLED 131087 
4. TENDERED VOTES 7 
V. POLLING STATIONS 
NUMBER: 190 AVERAGE ELECTORS PER POLLING STATION ; _ 1003 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC PADMA LOCHAN PANDA 65905 
Runner up : BJD PARSURAM PANIGRAHI 62065 
MARGIN : 3840 (2.93% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 17 - NILGIRI 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 8 1 9 
2. NOMINATION REJECTED 1 0 1 
3. WITHDRAWN 1 0 1 
4, CONTESTED 6 1 7 
5. FORFEITED DEPOSIT 4 1 5 
Il. ELECTORS 
1. GENERAL 97595 94210 191805 
2. SERVICE 171 1 248 
3. TOTAL 97766 94287 192053 
IW. VOTERS 
1. GENERAL 70410 64622 135032 
2. PROXY 0 
3. POSTAL 202 
4. TOTAL 70410 64622 135234 
IV. VOTES 
1. REJECTED VOTES (Postel) 80 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 135154 
4. TENDERED VOTES 6 
V. POLLING STATIONS 
NUMBER : 197 AVERAGE ELECTORS PER POLLING STATION : 975 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP PRATAP CHANDRA SARANGI 65530 
Runner up : CPM PRADIPTA PANDA 46778 
MARGIN ss: 18752 ( 13.87% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 18 - BHANDARIPOKHARI (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 86711 85704 172415 
2. SERVICE 79 30 109 
3. TOTAL 86790 85734 172524 
Ill. VOTERS 
1. GENERAL 64059 59997 124056 
2. PROXY 0 
3. POSTAL 73 
4. TOTAL 64059 59997 124129 
IV. VOTES 
1. REJECTED VOTES (Postel) 28 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 124101 
4. TENDERED VOTES 6 
V. POLLING STATIONS 
NUMBER : 163 AVERAGE ELECTORS PER POLLING STATION : _ 1058 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC ANANTA SETHI 61221 
Runner up : BJD RATHA DAS 59675 
MARGIN : 1546 (1.25% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 19 - BHADRAK 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 103829 96251 200080 
2. SERVICE 237 103 340 
3. TOTAL 104066 96354 200420 
Il. VOTERS 
1. GENERAL 68208 62304 130512 
2. PROXY 0 
3. POSTAL 190 
4. TOTAL 68208 62304 130702 
IV. VOTES 
1. REJECTED VOTES (Postel) 161 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 130541 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 17! AVERAGE ELECTORS PER POLLING STATION : 1172 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner —: INC NAREN PALLAI 66016 
Runner up : BJD PRAFULLA SAMAL 61204 
MARGIN: 4812 ( 3.69% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 20 - DHAMNAGAR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 97336 94503 191839 
2. SERVICE 156 82 238 
3. TOTAL 97492 94585 192077 
Il. VOTERS 
1. GENERAL 65850 65545 131395 
2. PROXY 0 
3. POSTAL 90 
4. TOTAL 65850 65545 131485 
IV. VOTES 
1. REJECTED VOTES (Postel) 43 
2. VOTES NOT RETREIVED FROM EVM 532 
3. TOTAL VALID VOTES POLLED 130910 
4. TENDERED VOTES 13 
V. POLLING STATIONS 
NUMBER: !70 AVERAGE ELECTORS PER POLLING STATION : 1130 
DATE(s) OF RE-POLL, IF ANY : 29-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 1 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner —: BJP MANMOHAN SAMAL 63557 
Runner up : INC JAGANNATHA ROUT 34615 
MARGIN: 28942 (22.11% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 21 - CHANDBALI (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 103886 99720 203606 
2. SERVICE 345 169 514 
3. TOTAL 104231 99889 204120 
Il. VOTERS 
1. GENERAL 69044 67607 136651 
2. PROXY 0 
3. POSTAL 90 
4. TOTAL 69044 67607 136741 
IV. VOTES 
1. REJECTED VOTES (Postel) 62 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 136679 
4. TENDERED VOTES 10 
V. POLLING STATIONS 
NUMBER : !84 AVERAGE ELECTORS PER POLLING STATION : 1109 
DATE(s) OF RE-POLL, IF ANY : 29-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 1 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner —: INC NETRANANDA MALLICK 54474 
Runner up : BJP BISHNU CHARAN SETHI 52999 
MARGIN: 1475 (1.08% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 22 -BASUDEVPUR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. NOMINATION REJECTED 2 0 2 
3. WITHDRAWN 1 0 1 
4, CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 103103 95528 198631 
2. SERVICE 307 146 453 
3. TOTAL 103410 95674 199084 
IW. VOTERS 
1. GENERAL 62567 80487 143054 
2. PROXY 0 
3. POSTAL 88 
4. TOTAL 62567 80487 143142 
IV. VOTES 
1. REJECTED VOTES (Postel) 60 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 143082 
4. TENDERED VOTES 8 
V. POLLING STATIONS 
NUMBER : 170 AVERAGE ELECTORS PER POLLING STATION : 1171 
DATE(s) OF RE-POLL, IF ANY : 29-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 1 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD BIJAYSHREE ROUTRAY 72983 
Runner up : INC MADHABANANDA MALLICK 67091 
MARGIN ss: 5892 (4.12% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 23 -SUKINDA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 0 3 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT | 0 1 
If. ELECTORS 
1. GENERAL 95499 89865 185364 
2. SERVICE 46 18 64 
3. TOTAL 95545 89883 185428 
Il. VOTERS 
1. GENERAL 74013 67611 141624 
2. PROXY 0 
3. POSTAL 29 
4. TOTAL 74013 67611 141653 
IV. VOTES 
1. REJECTED VOTES (Postel) 14 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 141639 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 182 AVERAGE ELECTORS PER POLLING STATION : 1019 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD PRAFULLA CHANDRA GHADAI 72474 
Runner up : INC SARAT ROUT 65598 
MARGIN : 6876 (4.85% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 24-KORAI 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 1 6 
2. NOMINATION REJECTED l 0 1 
3. WITHDRAWN l 0 1 
4. CONTESTED 3 1 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 98017 91630 189647 
2. SERVICE 56 26 82 
3. TOTAL 98073 91656 189729 
Il. VOTERS 
1. GENERAL 66962 56048 123010 
2. PROXY 0 
3. POSTAL 35 
4. TOTAL 66962 56048 123045 
IV. VOTES 
1. REJECTED VOTES (Postel) 19 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 123026 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: !87 AVERAGE ELECTORS PER POLLING STATION : 1015 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP SANCHITA MOHANTY 67888 
Runner up : JD(S) ASHOK KUMAR DAS 48709 
MARGIN : 19179 ( 15.59% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 25 - JAJPUR (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 1 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 1 1 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT | 0 1 
Il. ELECTORS 
1. GENERAL 99238 90597 189835 
2. SERVICE 184 90 274 
3. TOTAL 99422 90687 190109 
Il. VOTERS 
1. GENERAL 61875 54820 116695 
2. PROXY 0 
3. POSTAL 39 
4. TOTAL 61875 54820 116734 
IV. VOTES 
1. REJECTED VOTES (Postel) 27 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 116707 
4. TENDERED VOTES 1 
V. POLLING STATIONS 
NUMBER : 193 AVERAGE ELECTORS PER POLLING STATION : 985 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJD PARAMESWAR SETHI 64480 
Runner up : INC ANCHAL DAS 49310 
MARGIN : 15170 (13.00% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 26 - DHARAMSALA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT | 0 1 
If. ELECTORS 
1. GENERAL 89352 80095 169447 
2. SERVICE 98 28 126 
3. TOTAL 89450 80123 169573 
Il. VOTERS 
1. GENERAL 67634 59117 126751 
2. PROXY 0 
3. POSTAL 71 
4. TOTAL 67634 59117 126822 
IV. VOTES 
1. REJECTED VOTES (Postel) 48 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 126774 
4. TENDERED VOTES 1 
V. POLLING STATIONS 
NUMBER : 169 AVERAGE ELECTORS PER POLLING STATION : = 1003 
DATE(s) OF RE-POLL, IF ANY : 29-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 1 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD KALPATARU DAS 71819 
Runner up : INC KANGALI CHARAN PANDA 52559 
MARGIN : 19260 ( 15.19% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 27 - BARCHANA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 1 8 
2. NOMINATION REJECTED l 1 2 
3. WITHDRAWN 2 0 2 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 100070 96397 196467 
2. SERVICE 121 47 168 
3. TOTAL 100191 96444 196635 
Il. VOTERS 
1. GENERAL 73351 69938 143289 
2. PROXY 0 
3. POSTAL 76 
4. TOTAL 73351 69938 143365 
IV. VOTES 
1. REJECTED VOTES (Postel) 25 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 143340 
4. TENDERED VOTES 1276 
V. POLLING STATIONS 
NUMBER : 189 AVERAGE ELECTORS PER POLLING STATION : — 1040 
DATE(s) OF RE-POLL, IF ANY : 29-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 2 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC SITAKANTA MOHAPATRA 72797 
Runner up : BJD GOUTAM RAY 68109 
MARGIN : 4688 (3.27% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 28 - BARI-DERABISI 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 87558 79966 167524 
2. SERVICE 201 87 288 
3. TOTAL 87759 80053 167812 
Il. VOTERS 
1. GENERAL 58233 56835 115068 
2. PROXY 0 
3. POSTAL 10 
4. TOTAL 58233 56835 115078 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 115078 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 175 AVERAGE ELECTORS PER POLLING STATION : 959 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJD DEBASIS NAYAK 60997 
Runner up : INC KULAMANI ROUT 51181 
MARGIN. : 9816 ( 8.53% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 29 - BINJHARPUR (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 1 7 
2. NOMINATION REJECTED l 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 1 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 93134 85999 179133 
2. SERVICE 233 106 339 
3. TOTAL 93367 86105 179472 
Il. VOTERS 
1. GENERAL 55911 53513 109424 
2. PROXY 0 
3. POSTAL 80 
4. TOTAL 55911 53513 109504 
IV. VOTES 
1. REJECTED VOTES (Postel) 52 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 109452 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 180 AVERAGE ELECTORS PER POLLING STATION : 997 
DATE(s) OF RE-POLL, IF ANY : 29-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 2 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner —: BJD PRAMILA MALLIK 60678 
Runner up : INC ASHOK DAS 43409 
MARGIN: 17269 (15.78% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 30-AUL 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 0 3 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT | 0 1 
Il. ELECTORS 
1. GENERAL 94640 90513 185153 
2. SERVICE 492 249 741 
3. TOTAL 95132 90762 185894 
Il. VOTERS 
1. GENERAL 57026 59524 116550 
2. PROXY 0 
3. POSTAL 13 
4. TOTAL 57026 59524 116563 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 116563 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 185 AVERAGE ELECTORS PER POLLING STATION ; _ 1005 
DATE(s) OF RE-POLL, IF ANY : 29-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 3 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJD PRATAP KESHARI DEB 61869 
Runner up : INC DEBENDRA SHARMA 52637 
MARGIN. : 9232 ( 7.92% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 31 - PATAMUNDAI (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 2 0 2 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 2 0 2 
5. FORFEITED DEPOSIT 0 0 0 
Il. ELECTORS 
1. GENERAL 90976 85241 176217 
2. SERVICE 171 106 277 
3. TOTAL 91147 85347 176494 
Il. VOTERS 
1. GENERAL 56361 58613 114974 
2. PROXY 0 
3. POSTAL 7 
4. TOTAL 56361 58613 114981 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 114981 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : !99 AVERAGE ELECTORS PER POLLING STATION : 887 
DATE(s) OF RE-POLL, IF ANY : 29-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 2 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJD KISHOR CHANDRA TARAI 65000 
Runner up : INC GANESWAR BEHERA 49981 
MARGIN: 15019 ( 13.06% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 32 - RAJNAGAR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 91675 84617 176292 
2. SERVICE 74 38 112 
3. TOTAL 91749 84655 176404 
Il. VOTERS 
1. GENERAL 67121 66942 134063 
2. PROXY 0 
3. POSTAL 3 
4. TOTAL 67121 66942 134066 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 134066 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 177 AVERAGE ELECTORS PER POLLING STATION : 997 
DATE(s) OF RE-POLL, IF ANY : 29-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 2 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC NALINIKANTA MOHANTY 69856 
Runner up : BJD KRUTIBASH PATRA 61411 
MARGIN : 8445 ( 6.30% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 33 - KENDRAPARA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 0 3 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT l 0 1 
Il. ELECTORS 
1. GENERAL 86706 79431 166137 
2. SERVICE 264 135 399 
3. TOTAL 86970 79566 166536 
Il. VOTERS 
1. GENERAL 63269 56124 119393 
2. PROXY 0 
3. POSTAL 9 
4. TOTAL 63269 56124 119402 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 119402 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 182 AVERAGE ELECTORS PER POLLING STATION : 915 
DATE(s) OF RE-POLL, IF ANY : 29-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 2 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: OGP UTKAL KESHARI PARIDA 60848 
Runner up : BJP BEDPRAKASH AGRAWALLA 56283 
MARGIN : 4565 ( 3.82% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 34-PATKURA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 90226 82376 172602 
2. SERVICE 464 245 709 
3. TOTAL 90690 82621 173311 
Il. VOTERS 
1. GENERAL 64405 62208 126613 
2. PROXY 0 
3. POSTAL 22 
4. TOTAL 64405 62208 126635 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 126635 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: !79 AVERAGE ELECTORS PER POLLING STATION : 968 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJD ATANU SABYASACHI NAYAK 62769 
Runner up : OGP BIJOY MOHAPATRA 59914 
MARGIN : 2855 (2.25% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 35 - TIRTOL 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 97006 91859 188865 
2. SERVICE 121 71 192 
3. TOTAL 97127 91930 189057 
Il. VOTERS 
1. GENERAL 68754 68327 137081 
2. PROXY 0 
3. POSTAL 133 
4. TOTAL 68754 68327 137214 
IV. VOTES 
1. REJECTED VOTES (Postel) 47 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 137167 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 180 AVERAGE ELECTORS PER POLLING STATION : = 1050 
DATE(s) OF RE-POLL, IF ANY : 29-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 1 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner —: INC CHIRANJIB BISWAL 69268 
Runner up : BJD DEBASHISH SAMANTARAY 65254 
MARGIN: 4014 ( 2.93% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 36-ERSAMA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN | 0 1 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 117131 103699 220830 
2. SERVICE 88 53 141 
3. TOTAL 117219 103752 220971 
Il. VOTERS 
1. GENERAL 80765 71018 151783 
2. PROXY 0 
3. POSTAL 60 
4. TOTAL 80765 71018 151843 
IV. VOTES 
1. REJECTED VOTES (Postel) 25 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 151818 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 203 AVERAGE ELECTORS PER POLLING STATION : = 1089 
DATE(s) OF RE-POLL, IF ANY : 29-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 2 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD DR. DAMODAR ROUT 79590 
Runner up : INC RAMESH CHANDRA SAMANTARAY 59285 
MARGIN : 20305 ( 13.37% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 37 - BALIKUDA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED ie 0 7 
2. NOMINATION REJECTED 2 0 2 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 86862 80343 167205 
2. SERVICE 176 93 269 
3. TOTAL 87038 80436 167474 
II. VOTERS 
1. GENERAL 56992 55854 112846 
2. PROXY 0 
3. POSTAL 64 
4. TOTAL 56992 55854 112910 
IV. VOTES 
1. REJECTED VOTES (Postel) 40 
2. VOTES NOT RETREIVED FROM EVM 40 
3. TOTAL VALID VOTES POLLED 112830 
4. TENDERED VOTES 4 
V. POLLING STATIONS 
NUMBER: !79 AVERAGE ELECTORS PER POLLING STATION : 936 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC UMESH CHANDRA SWAIN 48242 
Runner up : IND RAGHUNANDAN DAS 39520 
MARGIN : 8722 (7.73% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 38 - JAGATSINGHPUR (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
If. ELECTORS 
1. GENERAL 90187 84531 174718 
2. SERVICE 128 61 189 
3. TOTAL 90315 84592 174907 
Il. VOTERS 
1. GENERAL 64605 59871 124476 
2. PROXY 0 
3. POSTAL 81 
4. TOTAL 64605 59871 124557 
IV. VOTES 
1. REJECTED VOTES (Postel) 41 
2. VOTES NOT RETREIVED FROM EVM 228 
3. TOTAL VALID VOTES POLLED 124288 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 177 AVERAGE ELECTORS PER POLLING STATION : 988 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD BISHNU CHARAN DAS 64284 
Runner up : INC LAKSHMAN MALLICK 57028 
MARGIN : 7256 ( 5.84% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 39 - KISSANNAGAR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 84995 77522 162517 
2. SERVICE 129 74 203 
3. TOTAL 85124 77596 162720 
Il. VOTERS 
1. GENERAL 60548 53734 114282 
2. PROXY 0 
3. POSTAL 2 
4. TOTAL 60548 53734 114284 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 114284 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER :: 167 AVERAGE ELECTORS PER POLLING STATION : 974 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJD PRATAP JENA 68044 
Runner up : INC GURUPADA NANDA 43276 
MARGIN. : 24768 (21.67% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 40 - MAHANGA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 0 3 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4, CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 76133 69149 145282 
2. SERVICE 131 62 193 
3. TOTAL 76264 69211 145475 
IW. VOTERS 
1. GENERAL 57825 52318 110143 
2. PROXY 0 
3. POSTAL 56 
4. TOTAL 57825 52318 110199 
IV. VOTES 
1. REJECTED VOTES (Postel) 28 
2. VOTES NOT RETREIVED FROM EVM 220 
3. TOTAL VALID VOTES POLLED 109951 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 154 AVERAGE ELECTORS PER POLLING STATION : 945 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD BIKRAM KESHARI BARMA 58738 
Runner up : INC SK MATLUB ALI 49878 
MARGIN ss: 8860 ( 8.06% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 41 -SALEPUR (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 79517 73224 152741 
2. SERVICE 151 77 228 
3. TOTAL 79668 73301 152969 
Il. VOTERS 
1. GENERAL 57840 50241 108081 
2. PROXY 0 
3. POSTAL 39 
4. TOTAL 57840 50241 108120 
IV. VOTES 
1. REJECTED VOTES (Postel) 21 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 108099 
4. TENDERED VOTES 13 
V. POLLING STATIONS 
NUMBER: !45 AVERAGE ELECTORS PER POLLING STATION ;: = 1055 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner —: BJD KALINDI BEHERA 57248 
Runner up : INC PRAKASH CHANDRA BEHERA 48502 
MARGIN: 8746 ( 8.09% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 42 -GOBINDPUR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 89514 83221 172735 
2. SERVICE 197 112 309 
3. TOTAL 89711 83333 173044 
Il. VOTERS 
1. GENERAL 69491 61249 130740 
2. PROXY 0 
3. POSTAL 104 
4. TOTAL 69491 61249 130844 
IV. VOTES 
1. REJECTED VOTES (Postel) 37 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 130807 
4. TENDERED VOTES 13 
V. POLLING STATIONS 
NUMBER : 176 AVERAGE ELECTORS PER POLLING STATION : 983 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner —: INC RABINDRA KUMAR MALLICK 66248 
Runner up : BJD PANCHANAN KANUNGO 61958 
MARGIN: 4290 ( 3.28% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 43 - CUTTACK SADAR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 1 7 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4, CONTESTED 6 1 7 
5. FORFEITED DEPOSIT 4 1 5 
Il. ELECTORS 
1. GENERAL 104585 90662 195247 
2. SERVICE 120 57 177 
3. TOTAL 104705 90719 195424 
IW. VOTERS 
1. GENERAL 73280 58210 131490 
2. PROXY 0 
3. POSTAL 15 
4. TOTAL 73280 58210 131505 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 131505 
4. TENDERED VOTES 7 
V. POLLING STATIONS 
NUMBER : 189 AVERAGE ELECTORS PER POLLING STATION : 1034 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND PRAVAT RANJAN BISWAL 60822 
Runner up : BJP NAYAN KISHORE MOHANTY 47113 
MARGIN ss: 13709 ( 10.42% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 44- CUTTACK CITY 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
Il. ELECTORS 
1. GENERAL 116931 97379 214310 
2. SERVICE 38 22 60 
3. TOTAL 116969 97401 214370 
IW. VOTERS 
1. GENERAL 65392 46316 111708 
2. PROXY 0 
3. POSTAL 25 
4. TOTAL 65392 46316 111733 
IV. VOTES 
1. REJECTED VOTES (Postel) 13 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 111720 
4. TENDERED VOTES 3 
V. POLLING STATIONS 
NUMBER : 208 AVERAGE ELECTORS PER POLLING STATION : _ 1031 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP SAMIR DEY 58908 
Runner up : INC SURESH MOHAPATRA 48749 
MARGIN : 10159 ( 9.09% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 45 - CHOUDWAR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
If. ELECTORS 
1. GENERAL 82254 75359 157613 
2. SERVICE 76 34 110 
3. TOTAL 82330 75393 157723 
Il. VOTERS 
1. GENERAL 58368 46490 104858 
2. PROXY 0 
3. POSTAL 7 
4. TOTAL 58368 46490 104865 
IV. VOTES 
1. REJECTED VOTES (Postel) 2 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 104863 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : !46 AVERAGE ELECTORS PER POLLING STATION : — 1080 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD DHARMANANDA BEHERA 60185 
Runner up : INC KANHU CHARAN LENKA 30391 
MARGIN : 29794 ( 28.41% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 46- BANKI 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 0 3 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT | 0 1 
Il. ELECTORS 
1. GENERAL 86061 76712 162773 
2. SERVICE 168 83 251 
3. TOTAL 86229 76795 163024 
Il. VOTERS 
1. GENERAL 62207 55421 117628 
2. PROXY 0 
3. POSTAL 84 
4. TOTAL 62207 55421 117712 
IV. VOTES 
1. REJECTED VOTES (Postel) 47 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 117665 
4. TENDERED VOTES 4 
V. POLLING STATIONS 
NUMBER : 157 AVERAGE ELECTORS PER POLLING STATION : 1038 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner —: INC DEBASIS PATTNAIK 58106 
Runner up : BJD PRAVAT TRIPATHY 56939 
MARGIN: 1167 (0.99% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 47 - ATHGARH 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED l 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT l 0 1 
Il. ELECTORS 
1. GENERAL 94998 86477 181475 
2. SERVICE 190 64 254 
3. TOTAL 95188 86541 181729 
Il. VOTERS 
1. GENERAL 73094 61771 134865 
2. PROXY 0 
3. POSTAL 99 
4. TOTAL 73094 61771 134964 
IV. VOTES 
1. REJECTED VOTES (Postel) 1 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 134953 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 177 AVERAGE ELECTORS PER POLLING STATION : — 1027 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner —: BJD RANENDRA PRATAP SWAIN 70720 
Runner up : IND BICHITRA NANDA MUDULI 32068 
MARGIN: 38652 (28.64% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 48 - BARAMBA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 1 4 
2. NOMINATION REJECTED l 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 2 1 3 
5. FORFEITED DEPOSIT 0 1 1 
Il. ELECTORS 
1. GENERAL 91172 79482 170654 
2. SERVICE 228 107 335 
3. TOTAL 91400 79589 170989 
Il. VOTERS 
1. GENERAL 60702 51745 112447 
2. PROXY 0 
3. POSTAL 49 
4. TOTAL 60702 51745 112496 
IV. VOTES 
1. REJECTED VOTES (Postel) 30 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 112466 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: !68 AVERAGE ELECTORS PER POLLING STATION : 1018 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner —: BJD DEBIPRASAD MISHRA 70441 
Runner up : INC MANORANJAN NAYAK 36806 
MARGIN: 33635 (29.91% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 49 - BALIPATNA (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
If. ELECTORS 
1. GENERAL 81461 76298 157759 
2. SERVICE 84 50 134 
3. TOTAL 81545 76348 157893 
Il. VOTERS 
1. GENERAL 60028 50019 110047 
2. PROXY 0 
3. POSTAL ll 
4. TOTAL 60028 50019 110058 
IV. VOTES 
1. REJECTED VOTES (Postel) 5 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 110053 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 158 AVERAGE ELECTORS PER POLLING STATION : 999 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD SASHI BHUSAN BEHERA 54293 
Runner up : INC BENUDHAR BHOI 41688 
MARGIN : 12605 ( 11.45% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 50 - BHUBANESWAR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 18 0 18 
2. NOMINATION REJECTED 2 0 2 
3. WITHDRAWN 2 0 2 
4. CONTESTED 14 0 14 
5. FORFEITED DEPOSIT 12 0 12 
If. ELECTORS 
1. GENERAL 258177 185640 443817 
2. SERVICE 58 33 91 
3. TOTAL 258235 185673 443908 
Il. VOTERS 
1. GENERAL 106427 72394 178821 
2. PROXY 0 
3. POSTAL 30 
4. TOTAL 106427 72394 178851 
IV. VOTES 
1. REJECTED VOTES (Postel) 18 
2. VOTES NOT RETREIVED FROM EVM 209 
3. TOTAL VALID VOTES POLLED 178624 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 388 AVERAGE ELECTORS PER POLLING STATION : _ 1144 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP BISWABHUSAN HARICHANDAN 123671 
Runner up : INC SARAT KUMAR KAR 37774 
MARGIN : 85897 ( 48.09% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 51-JATNI 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
If. ELECTORS 
1. GENERAL 102993 93157 196150 
2. SERVICE 59 34 93 
3. TOTAL 103052 93191 196243 
Il. VOTERS 
1. GENERAL 70025 54217 124242 
2. PROXY 0 
3. POSTAL 2 
4. TOTAL 70025 54217 124244 
IV. VOTES 
1. REJECTED VOTES (Postel) 2 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 124242 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: !78 AVERAGE ELECTORS PER POLLING STATION : 1102 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD SARAT PATKARAY 61608 
Runner up : INC SURESH KUMAR ROUTRAY 57578 
MARGIN : 4030 (3.24% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 52 - PIPLI 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN | 0 1 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 86904 83177 170081 
2. SERVICE 65 25 90 
3. TOTAL 86969 83202 170171 
Il. VOTERS 
1. GENERAL 66665 58213 124878 
2. PROXY 0 
3. POSTAL 9 
4. TOTAL 66665 58213 124887 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 124887 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 169 AVERAGE ELECTORS PER POLLING STATION : — 1007 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD PRADEEP MAHARATHY 65039 
Runner up : INC JUDHISTIR SAMANTARAY 54427 
MARGIN : 10612 ( 8.50% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 53 - NIMAPARA (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 96265 91982 188247 
2. SERVICE 101 55 156 
3. TOTAL 96366 92037 188403 
Il. VOTERS 
1. GENERAL 70737 64229 134966 
2. PROXY 0 
3. POSTAL 9 
4. TOTAL 70737 64229 134975 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 134975 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : !84 AVERAGE ELECTORS PER POLLING STATION : 1024 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP BAIDHAR MALLICK 61421 
Runner up : INC RABINDRA KUMAR SETHY 37179 
MARGIN : 24242 ( 17.96% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 54-KAKATPUR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 1 8 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 I 1 
4, CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 95843 91588 187431 
2. SERVICE 126 83 209 
3. TOTAL 95969 91671 187640 
IW. VOTERS 
1. GENERAL 68513 65388 133901 
2. PROXY 0 
3. POSTAL 37 
4. TOTAL 68513 65388 133938 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 378 
3. TOTAL VALID VOTES POLLED 133560 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 188 AVERAGE ELECTORS PER POLLING STATION : 998 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD SURENDRA NATH NAIK 61858 
Runner up : IND SATYABRAT PATRA 46833 
MARGIN ss: 15025 (11.25% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 55 -SATYABADI 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
If. ELECTORS 
1. GENERAL 86757 84717 171474 
2. SERVICE 96 49 145 
3. TOTAL 86853 84766 171619 
Il. VOTERS 
1. GENERAL 62812 59968 122780 
2. PROXY 0 
3. POSTAL 23 
4. TOTAL 62812 59968 122803 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 122803 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 18! AVERAGE ELECTORS PER POLLING STATION : 948 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND RAMARANJAN BALIARSINGH 52201 
Runner up : INC PRASAD KUMAR HARICHANDAN 48807 
MARGIN : 3394 ( 2.76% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 56 - PURI 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
If. ELECTORS 
1. GENERAL 114325 104565 218890 
2. SERVICE 63 30 93 
3. TOTAL 114388 104595 218983 
Il. VOTERS 
1. GENERAL 71917 60286 132203 
2. PROXY 0 
3. POSTAL 15 
4. TOTAL 71917 60286 132218 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 124 
3. TOTAL VALID VOTES POLLED 132094 
4. TENDERED VOTES 2 
V. POLLING STATIONS 
NUMBER : 215 AVERAGE ELECTORS PER POLLING STATION : 1019 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD MAHESWAR MOHANTY 70809 
Runner up : INC UMA BALLAV RATH 54387 
MARGIN : 16422 ( 12.43% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 57 - BRAHMAGIRI 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 1 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 1 4 
5. FORFEITED DEPOSIT | 1 2 
If. ELECTORS 
1. GENERAL 96891 94356 191247 
2. SERVICE 96 36 132 
3. TOTAL 96987 94392 191379 
Il. VOTERS 
1. GENERAL 62850 78070 140920 
2. PROXY 0 
3. POSTAL 25 
4. TOTAL 62850 78070 140945 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 140945 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 190 AVERAGE ELECTORS PER POLLING STATION : — 1007 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC LALATENDU BIDYADHAR MOHAPATRA 70493 
Runner up : BJD SANJAY KUMAR DAS BURMA 65213 
MARGIN : 5280 (3.75% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 58 - CHILKA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 0 3 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT | 0 1 
Il. ELECTORS 
1. GENERAL 106119 95373 201492 
2. SERVICE 135 69 204 
3. TOTAL 106254 95442 201696 
Il. VOTERS 
1. GENERAL 70758 66604 137362 
2. PROXY 0 
3. POSTAL 26 
4. TOTAL 70758 66604 137388 
IV. VOTES 
1. REJECTED VOTES (Postel) 6 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 137382 
4. TENDERED VOTES 4 
V. POLLING STATIONS 
NUMBER : 206 AVERAGE ELECTORS PER POLLING STATION : 979 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJP BIBHUTI BHUSAN HARICHANDAN 72545 
Runner up : INC DEBENDRA NATH MANSINGH 60916 
MARGIN: 11629. ( 8.46% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 59-KHURDA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4, CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 100307 92044 192351 
2. SERVICE 168 16 244 
3. TOTAL 100475 92120 192595 
IW. VOTERS 
1. GENERAL 65582 54729 120311 
2. PROXY 0 
3. POSTAL 23 
4. TOTAL 65582 54729 120334 
IV. VOTES 
1. REJECTED VOTES (Postel) 8 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 120326 
4. TENDERED VOTES 6 
V. POLLING STATIONS 
NUMBER : 184 AVERAGE ELECTORS PER POLLING STATION : 1047 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD JYOTIRINDRA NATH MITRA 59801 
Runner up : INC DILLIP SRICHANDAN 53580 
MARGIN ss: 6221 (5.17% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 60 -BEGUNIA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 1 7 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4, CONTESTED 6 1 7 
5. FORFEITED DEPOSIT 4 1 5 
Il. ELECTORS 
1. GENERAL 99768 92057 191825 
2. SERVICE 192 71 269 
3. TOTAL 99960 92134 192094 
IW. VOTERS 
1. GENERAL 66121 59699 125820 
2. PROXY 0 
3. POSTAL 26 
4. TOTAL 66121 59699 125846 
IV. VOTES 
1. REJECTED VOTES (Postel) 6 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 125840 
4. TENDERED VOTES 8 
V. POLLING STATIONS 
NUMBER : 186 AVERAGE ELECTORS PER POLLING STATION : 1033 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC JANAKI BALLAV PATNAIK 59658 
Runner up : BJD PRASANT JAGADEV 57657 
MARGIN ss: 2001 (1.59% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 61 -RANPUR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 2 6 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4, CONTESTED 4 2 6 
5. FORFEITED DEPOSIT 3 1 4 
Il. ELECTORS 
1. GENERAL 92502 83441 175943 
2. SERVICE 234 116 350 
3. TOTAL 92736 83557 176293 
IW. VOTERS 
1. GENERAL 63734 57333 121067 
2. PROXY 0 
3. POSTAL 38 
4. TOTAL 63734 57333 121105 
IV. VOTES 
1. REJECTED VOTES (Postel) 20 
2. VOTES NOT RETREIVED FROM EVM 48 
3. TOTAL VALID VOTES POLLED 121037 
4. TENDERED VOTES a 
V. POLLING STATIONS 
NUMBER : 192 AVERAGE ELECTORS PER POLLING STATION : 918 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP SURAMA PADHY 58259 
Runner up : INC RAMAKANTA MISHRA 54190 
MARGIN ss: 4069 ( 3.36% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 62 - NAYAGARH 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 4 0 4 
4, CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 89360 76483 165843 
2. SERVICE 247 144 391 
3. TOTAL 89607 76627 166234 
IW. VOTERS 
1. GENERAL 58917 47512 106429 
2. PROXY 0 
3. POSTAL 41 
4. TOTAL 58917 47512 106470 
IV. VOTES 
1. REJECTED VOTES (Postel) 25 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 106445 
4. TENDERED VOTES 6 
V. POLLING STATIONS 
NUMBER : 170 AVERAGE ELECTORS PER POLLING STATION : 978 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD ARUN KUMAR SAHOO 52414 
Runner up : INC SITAKANTA MISHRA 49829 
MARGIN ss: 2585 (2.43% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 63 - KHANDAPARA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 2 9 
2. NOMINATION REJECTED 2 0 2 
3. WITHDRAWN 0 1 1 
4, CONTESTED 5 1 6 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 78229 69517 147746 
2. SERVICE 116 64 180 
3. TOTAL 78345 69581 147926 
IW. VOTERS 
1. GENERAL 53818 45213 99031 
2. PROXY 0 
3. POSTAL 20 
4. TOTAL 53818 45213 99051 
IV. VOTES 
1. REJECTED VOTES (Postel) M1 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 99040 
4. TENDERED VOTES 7 
V. POLLING STATIONS 
NUMBER : 167 AVERAGE ELECTORS PER POLLING STATION : 886 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND BIJAYALAXMI PATTNAIK 30997 
Runner up : BJD BANAMALI DASH 26524 
MARGIN ss: 4473 (4.52% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 64-DASPALLA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 1 7 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 1 7 
5. FORFEITED DEPOSIT 3 1 4 
Il. ELECTORS 
1. GENERAL 80268 72130 152398 
2. SERVICE 90 48 138 
3. TOTAL 80358 72178 152536 
Ill. VOTERS 
1. GENERAL 55050 43934 98984 
2. PROXY 0 
3. POSTAL 15 
4. TOTAL 55050 43934 98999 
IV. VOTES 
1. REJECTED VOTES (Postel) 12 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 98987 
4. TENDERED VOTES 8 
V. POLLING STATIONS 
NUMBER : !78 AVERAGE ELECTORS PER POLLING STATION : 857 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner ‘ IND RUDRA MADHAB RAY 33849 
Runner up : BJP SUKANTA KUMAR PANIGRAHI 28840 
MARGIN : 5009 ( 5.06% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 65 - JAGANATHPRASAD (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 1 5 
2. NOMINATION REJECTED | 1 2 
3. WITHDRAWN | 0 1 
4. CONTESTED 2 0 2 
5. FORFEITED DEPOSIT 0 0 0 
Il. ELECTORS 
1. GENERAL 91535 84202 175737 
2. SERVICE 155 96 251 
3. TOTAL 91690 84298 175988 
II. VOTERS 
1. GENERAL 51426 40475 91901 
2. PROXY 0 
3. POSTAL 6 
4. TOTAL 51426 40475 91907 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 91907 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : !73 AVERAGE ELECTORS PER POLLING STATION : 1017 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD MADHABA NANDA BEHERA 57489 
Runner up : INC KABIRAJ BEHERA 34418 
MARGIN : 23071 ( 25.10% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 66 - BHANJANAGAR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED l 0 1 
3. WITHDRAWN 2 0 2 
4. CONTESTED 2 0 2 
5. FORFEITED DEPOSIT 0 0 0 
Il. ELECTORS 
1. GENERAL 84199 78913 163112 
2. SERVICE 221 124 345 
3. TOTAL 84420 79037 163457 
Il. VOTERS 
1. GENERAL 53216 47449 100665 
2. PROXY 0 
3. POSTAL 37 
4. TOTAL 53216 47449 100702 
IV. VOTES 
1. REJECTED VOTES (Postel) 6 
2. VOTES NOT RETREIVED FROM EVM 728 
3. TOTAL VALID VOTES POLLED 99968 
4. TENDERED VOTES 5 
V. POLLING STATIONS 
NUMBER : 159 AVERAGE ELECTORS PER POLLING STATION : 1028 
DATE(s) OF RE-POLL, IF ANY : 22-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 1 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJD BIKRAM KESHARI ARUKHA 52697 
Runner up : INC B.DAND PANI PATRO 47271 
MARGIN. : 5426 ( 5.43% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 67-SURUDA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 8 1 9 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN 0 1 1 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
If. ELECTORS 
1. GENERAL 95336 88870 184206 
2. SERVICE 90 41 13] 
3. TOTAL 95426 88911 184337 
Il. VOTERS 
1. GENERAL 54326 41412 95738 
2. PROXY 0 
3. POSTAL 0 
4. TOTAL 54326 41412 95738 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 95738 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: !78 AVERAGE ELECTORS PER POLLING STATION : = 1036 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP KISHORE CHANDRA SINGH DEO 54510 
Runner up : INC SOMANATH RATH 27815 
MARGIN : 26695 ( 27.88% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 68 - ASKA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 79690 71298 150988 
2. SERVICE 244 128 372 
3. TOTAL 79934 71426 151360 
Il. VOTERS 
1. GENERAL 45138 36058 81196 
2. PROXY 0 
3. POSTAL 20 
4. TOTAL 45138 36058 81216 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 81216 
4. TENDERED VOTES 5 
V. POLLING STATIONS 
NUMBER : 155 AVERAGE ELECTORS PER POLLING STATION : 977 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND SAROJ KUMAR PADHY 24761 
Runner up : INC PRASANTA CHANDRA SWAIN 23416 
MARGIN : 1345 ( 1.66% — of Total Valid Votes ) 


rptConstituencySummary - Page 68 of 147 
82 


Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 69 - KAVISURYANAGAR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN | 0 1 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT | 0 1 
If. ELECTORS 
1. GENERAL 102574 91481 194055 
2. SERVICE 43 24 67 
3. TOTAL 102617 91505 194122 
Il. VOTERS 
1. GENERAL 58425 48316 106741 
2. PROXY 0 
3. POSTAL 4 
4. TOTAL 58425 48316 106745 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 106745 
4. TENDERED VOTES 1 
V. POLLING STATIONS 
NUMBER : 183 AVERAGE ELECTORS PER POLLING STATION : 1061 
DATE(s) OF RE-POLL, IF ANY : 29-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 167 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD LADU KISHORE SWAIN 54673 
Runner up : CPI NITYANANDA PRADHAN 40757 
MARGIN : 13916 ( 13.04% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 70-KODALA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 1 7 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN | 0 1 
4. CONTESTED 5 1 6 
5. FORFEITED DEPOSIT 4 0 4 
If. ELECTORS 
1. GENERAL 100469 93752 194221 
2. SERVICE 43 22 65 
3. TOTAL 100512 93774 194286 
Il. VOTERS 
1. GENERAL 55613 53544 109157 
2. PROXY 0 
3. POSTAL 10 
4. TOTAL 55613 53544 109167 
IV. VOTES 
1. REJECTED VOTES (Postel) 6 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 109161 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 18! AVERAGE ELECTORS PER POLLING STATION : = 1073 
DATE(s) OF RE-POLL, IF ANY : 29-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 2 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD NIRANJAN PRADHAN 61029 
Runner up : INC KUMUDINI PATNAIK 41017 
MARGIN : 20012 ( 18.33% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 71 - KHALLIKOTE 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 1 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN | 0 1 
4. CONTESTED 2 1 3 
5. FORFEITED DEPOSIT | 0 1 
If. ELECTORS 
1. GENERAL 94216 88314 182530 
2. SERVICE 49 12 61 
3. TOTAL 94265 88326 182591 
Il. VOTERS 
1. GENERAL 57241 52769 110010 
2. PROXY 0 
3. POSTAL 7 
4. TOTAL 57241 52769 110017 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 110017 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 179 AVERAGE ELECTORS PER POLLING STATION : = 1020 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD V. SUGNANA KUMARI DEO 63351 
Runner up : INC KISHOR PALLAI 43150 
MARGIN : 20201 ( 18.36% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 72 -CHATRAPUR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 1 7 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN 1 1 2 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 94726 90984 185710 
2. SERVICE 316 147 463 
3. TOTAL 95042 91131 186173 
Il. VOTERS 
1. GENERAL 59188 51425 110613 
2. PROXY 0 
3. POSTAL 54 
4. TOTAL 59188 51425 110667 
IV. VOTES 
1. REJECTED VOTES (Postel) 19 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 110648 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 180 AVERAGE ELECTORS PER POLLING STATION : _ 1034 
DATE(s) OF RE-POLL, IF ANY : 22-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 4 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPI NAGIREDDY NARAYAN REDDY 58162 
Runner up : BJP RAMA CHANDRA PANDA 45624 
MARGIN: 12538 (11.33% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 73 - HINJILI 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED l 0 1 
3. WITHDRAWN 1 0 1 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 89778 82343 172121 
2. SERVICE 99 38 137 
3. TOTAL 89877 82381 172258 
Ill. VOTERS 
1. GENERAL 49116 38682 87798 
2. PROXY 0 
3. POSTAL 15 
4. TOTAL 49116 38682 87813 
IV. VOTES 
1. REJECTED VOTES (Postel) 14 
2. VOTES NOT RETREIVED FROM EVM 1209 
3. TOTAL VALID VOTES POLLED 86590 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 154 AVERAGE ELECTORS PER POLLING STATION : 1119 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
26-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD NAVEEN PATNAIK 62968 
Runner up : INC UDAYANATH NAYAK 20326 
MARGIN : 42642 ( 49.25% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 74 - GOPALPUR (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 82169 82969 165138 
2. SERVICE 474 282 756 
3. TOTAL 82643 83251 165894 
II. VOTERS 
1. GENERAL 51378 46901 98279 
2. PROXY 0 
3. POSTAL 76 
4. TOTAL 51378 46901 98355 
IV. VOTES 
1. REJECTED VOTES (Postel) 48 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 98307 
4. TENDERED VOTES 7 
V. POLLING STATIONS 
NUMBER : 165 AVERAGE ELECTORS PER POLLING STATION : _ 1005 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC DR. TRINATH BEHERA 52646 
Runner up : BJD DR. GOPAL KRUSHNA BEHERA 40018 
MARGIN : 12628 (12.85% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 75 - BERHAMPUR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN l 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 113695 104954 218649 
2. SERVICE 125 79 204 
3. TOTAL 113820 105033 218853 
Il. VOTERS 
1. GENERAL 65901 48889 114790 
2. PROXY 0 
3. POSTAL 22 
4. TOTAL 65901 48889 114812 
IV. VOTES 
1. REJECTED VOTES (Postel) 1 
2. VOTES NOT RETREIVED FROM EVM 717 
3. TOTAL VALID VOTES POLLED 114084 
4. TENDERED VOTES 12 
V. POLLING STATIONS 
NUMBER : 179 AVERAGE ELECTORS PER POLLING STATION ;: = 1223 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner — : BJD DR. RAMESH CHANDRA CHYAU PATNAIK 48281 
Runner up : INC BIKRAM KUMAR PANDA 45626 
MARGIN: 2655 ( 2.33% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 76 - CHIKATI 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 1 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 1 4 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 83936 84291 168227 
2. SERVICE 84 45 129 
3. TOTAL 84020 84336 168356 
Il. VOTERS 
1. GENERAL 54501 55737 110238 
2. PROXY 0 
3. POSTAL 19 
4. TOTAL 54501 55737 110257 
IV. VOTES 
1. REJECTED VOTES (Postel) 1 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 110246 
4. TENDERED VOTES 3 
V. POLLING STATIONS 
NUMBER: 18! AVERAGE ELECTORS PER POLLING STATION : 930 
DATE(s) OF RE-POLL, IF ANY : 22-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 3 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD USHA DEVI 54953 
Runner up : INC CHINTAMANI DYAN SAMANTRA 49580 
MARGIN : 5373 (4.87% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 77-MOHANA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 85221 85397 170618 
2. SERVICE 27 I 38 
3. TOTAL 85248 85408 170656 
Il. VOTERS 
1. GENERAL 57455 53131 110586 
2. PROXY 0 
3. POSTAL 10 
4. TOTAL 57455 53131 110596 
IV. VOTES 
1. REJECTED VOTES (Postel) 1 
2. VOTES NOT RETREIVED FROM EVM 13 
3. TOTAL VALID VOTES POLLED 110582 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : !84 AVERAGE ELECTORS PER POLLING STATION : 927 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD SRUJYA NARAYAN PATRO 52632 
Runner up : INC DR. UDAYA NARAYAN DEV 51702 
MARGIN : 930 (0.84% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 78 - RAMAGIRI (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 1 7 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 1 i 
5. FORFEITED DEPOSIT 3 1 4 
If. ELECTORS 
1. GENERAL 67779 74892 142671 
2. SERVICE 31 ul 42 
3. TOTAL 67810 74903 142713 
Il. VOTERS 
1. GENERAL 46490 43155 89645 
2. PROXY 0 
3. POSTAL 7 
4. TOTAL 46490 43155 89652 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 89652 
4. TENDERED VOTES 5 
V. POLLING STATIONS 
NUMBER : 160 AVERAGE ELECTORS PER POLLING STATION : 892 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP BHARAT PAIK 33542 
Runner up : INC HALADHARA KARJI 26053 
MARGIN : 7489 ( 8.35% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 79 - PARLAKHEMUNDI 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4, CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 69409 73183 142592 
2. SERVICE 101 53 154 
3. TOTAL 69510 73236 142746 
IW. VOTERS 
1. GENERAL 43856 42176 86032 
2. PROXY 0 
3. POSTAL 28 
4. TOTAL 43856 42176 86060 
IV. VOTES 
1. REJECTED VOTES (Postel) 7 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 86053 
4. TENDERED VOTES 3 
V. POLLING STATIONS 
NUMBER : 165 AVERAGE ELECTORS PER POLLING STATION : 865 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC TRINATH SAHU 37453 
Runner up : IND KODURU NARAYANA RAO 32872 
MARGIN ss: 4581 (5.32% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 80 -GUNUPUR (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 10 1 11 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 5 0 5 
4. CONTESTED 5 1 6 
5. FORFEITED DEPOSIT 3 0 3 
If. ELECTORS 
1. GENERAL 80131 85847 165978 
2. SERVICE 22 14 36 
3. TOTAL 80153 85861 166014 
Il. VOTERS 
1. GENERAL 53468 45701 99169 
2. PROXY 0 
3. POSTAL 7 
4. TOTAL 53468 45701 99176 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 99176 
4. TENDERED VOTES 7 
V. POLLING STATIONS 
NUMBER: 192 AVERAGE ELECTORS PER POLLING STATION : 865 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC HEMABATI GAMANG 41111 
Runner up : BJP RAMURTY GAMANGO 21203 
MARGIN : 19908 ( 20.07% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 81 - BISSAM-CUTTACK (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
If. ELECTORS 
1. GENERAL 70486 78805 149291 
2. SERVICE 2 0 2 
3. TOTAL 70488 78805 149293 
Il. VOTERS 
1. GENERAL 52298 49580 101878 
2. PROXY 0 
3. POSTAL 0 
4. TOTAL 52298 49580 101878 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 101878 
4. TENDERED VOTES 1 
V. POLLING STATIONS 
NUMBER: 159 AVERAGE ELECTORS PER POLLING STATION : 939 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC DAMBARUDHAR ULAKA 47739 
Runner up : BJD SARANGADHAR KADRAKA 34672 
MARGIN : 13067 ( 12.83% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 82 - RAYAGADA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
If. ELECTORS 
1. GENERAL 85615 92805 178420 
2. SERVICE 14 2 16 
3. TOTAL 85629 92807 178436 
Il. VOTERS 
1. GENERAL 57093 55751 112844 
2. PROXY 0 
3. POSTAL 2 
4. TOTAL 57093 55751 112846 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 112846 
4. TENDERED VOTES 3 
V. POLLING STATIONS 
NUMBER: !9! AVERAGE ELECTORS PER POLLING STATION : 934 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC ULAKA RAMA CHANDRA 59807 
Runner up : BJD LAL BIHARI HIMIRIKA 40057 
MARGIN : 19750 (17.50% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 83 - LAKSHMIPUR (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 73236 78061 151297 
2. SERVICE 4 2 6 
3. TOTAL 73240 78063 151303 
Il. VOTERS 
1. GENERAL 51558 45366 96924 
2. PROXY 0 
3. POSTAL 2 
4. TOTAL 51558 45366 96926 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 96926 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 152 AVERAGE ELECTORS PER POLLING STATION : 995 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC ANANTARAM MAJHI 45224 
Runner up : BJD KAMAL LOCHAN SAUNTA 30577 
MARGIN : 14647 (15.11% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 84- POTTANGI (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
If. ELECTORS 
1. GENERAL 83965 86228 170193 
2. SERVICE 13 7 20 
3. TOTAL 83978 86235 170213 
Il. VOTERS 
1. GENERAL 59527 51256 110783 
2. PROXY 0 
3. POSTAL 18 
4. TOTAL 59527 51256 110801 
IV. VOTES 
1. REJECTED VOTES (Postel) 6 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 110795 
4. TENDERED VOTES 12 
V. POLLING STATIONS 
NUMBER: 212 AVERAGE ELECTORS PER POLLING STATION : 803 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD JAYARAM PANGI 52208 
Runner up : IND RAMACHANDRA KADAM 28606 
MARGIN : 23602 ( 21.30% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 85 - KORAPUT 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
If. ELECTORS 
1. GENERAL 80551 80589 161140 
2. SERVICE 44 14 58 
3. TOTAL 80595 80603 161198 
Il. VOTERS 
1. GENERAL 52660 48068 100728 
2. PROXY 0 
3. POSTAL 117 
4. TOTAL 52660 48068 100845 
IV. VOTES 
1. REJECTED VOTES (Postel) 36 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 100809 
4. TENDERED VOTES 1 
V. POLLING STATIONS 
NUMBER: 17! AVERAGE ELECTORS PER POLLING STATION : 943 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC TARA PRASAD BAHINIPATI 47720 
Runner up : BJD GUPTA PRASAD DAS 38617 
MARGIN : 9103 (9.03% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 86 - MALKANGIRI (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 1 4 
2. NOMINATION REJECTED 0 1 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT | 0 1 
If. ELECTORS 
1. GENERAL 94965 94281 189246 
2. SERVICE 10 5 15 
3. TOTAL 94975 94286 189261 
Il. VOTERS 
1. GENERAL 66396 59822 126218 
2. PROXY 0 
3. POSTAL 213 
4. TOTAL 66396 59822 126431 
IV. VOTES 
1. REJECTED VOTES (Postel) 180 
2. VOTES NOT RETREIVED FROM EVM I 
3. TOTAL VALID VOTES POLLED 126240 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 200 AVERAGE ELECTORS PER POLLING STATION : 946 
DATE(s) OF RE-POLL, IF ANY : 22-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 1 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC NIMAI CHANDRA SARKAR 57713 
Runner up : BJP ARABINDA DHALI 57460 
MARGIN : 253 (0.20% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 87 - CHITRAKONDA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 1 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 1 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 76424 78506 154930 
2. SERVICE 2 1 3 
3. TOTAL 76426 78507 154933 
IW. VOTERS 
1. GENERAL 49794 41642 91436 
2. PROXY 0 
3. POSTAL 61 
4. TOTAL 49794 41642 91497 
IV. VOTES 
1. REJECTED VOTES (Postel) 30 
2. VOTES NOT RETREIVED FROM EVM 123 
3. TOTAL VALID VOTES POLLED 91344 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : !76 AVERAGE ELECTORS PER POLLING STATION : 880 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP PRAHALAD DORA 38340 
Runner up : INC MAMATA MADHI 36056 
MARGIN : 2284 (2.50% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 88 - KOTPAD (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT | 0 1 
If. ELECTORS 
1. GENERAL 75808 79650 155458 
2. SERVICE 14 7 21 
3. TOTAL 75822 79657 155479 
Il. VOTERS 
1. GENERAL 57274 54477 111751 
2. PROXY 0 
3. POSTAL 64 
4. TOTAL 57274 54477 111815 
IV. VOTES 
1. REJECTED VOTES (Postel) 1 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 111814 
4. TENDERED VOTES 65 
V. POLLING STATIONS 
NUMBER: !48 AVERAGE ELECTORS PER POLLING STATION : = 1051 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC BASUDEV MAJHI 52702 
Runner up : BJP SADAN NAIK 48967 
MARGIN : 3735 ( 3.34% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 89 - JEYPORE 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 0 3 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT | 0 1 
If. ELECTORS 
1. GENERAL 80278 82791 163069 
2. SERVICE 45 19 64 
3. TOTAL 80323 82810 163133 
Il. VOTERS 
1. GENERAL 57044 56615 113659 
2. PROXY 0 
3. POSTAL 31 
4. TOTAL 57044 56615 113690 
IV. VOTES 
1. REJECTED VOTES (Postel) 2 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 113688 
4. TENDERED VOTES 14 
V. POLLING STATIONS 
NUMBER : 169 AVERAGE ELECTORS PER POLLING STATION : 965 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD RABI NARAYAN NANDA 63141 
Runner up : INC RAGHUNATH PATNAIK 43118 
MARGIN : 20023 ( 17.61% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 90 - NOWRANGPUR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN | 0 1 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 72007 74844 146851 
2. SERVICE 15 10 25 
3. TOTAL 72022 74854 146876 
Il. VOTERS 
1. GENERAL 51242 51593 102835 
2. PROXY 0 
3. POSTAL 105 
4. TOTAL 51242 51593 102940 
IV. VOTES 
1. REJECTED VOTES (Postel) 41 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 102899 
4. TENDERED VOTES 9 
V. POLLING STATIONS 
NUMBER: 17! AVERAGE ELECTORS PER POLLING STATION : 859 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC HABIBULLA KHAN 50742 
Runner up : BJP JAYADEV PARIDA 39273 
MARGIN : 11469 (11.15% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 91 - KODINGA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 70044 72185 142229 
2. SERVICE 0 0 0 
3. TOTAL 70044 72185 142229 
Il. VOTERS 
1. GENERAL 52902 48967 101869 
2. PROXY 0 
3. POSTAL 12 
4. TOTAL 52902 48967 101881 
IV. VOTES 
1. REJECTED VOTES (Postel) 7 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 101874 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 160 AVERAGE ELECTORS PER POLLING STATION : 889 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC SADAN NAYAK 44942 
Runner up : BJP MOHAN MAJHI 42348 
MARGIN : 2594 (2.55% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 92 - DABUGAM (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 89868 92285 182153 
2. SERVICE 2 2 4 
3. TOTAL 89870 92287 182157 
Ill. VOTERS 
1. GENERAL 65365 55556 120921 
2. PROXY 0 
3. POSTAL 88 
4. TOTAL 65365 55556 121009 
IV. VOTES 
1. REJECTED VOTES (Postel) 33 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 120976 
4. TENDERED VOTES 8 
V. POLLING STATIONS 
NUMBER : 208 AVERAGE ELECTORS PER POLLING STATION : 876 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJD RAMESH CH. MAJHI 56755 
Runner up : INC BHUJABAL MAJHI 42200 
MARGIN : 14555 ( 12.03% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 93 - UMARKOTE (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 2 6 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 1 1 2 
4. CONTESTED 3 1 4 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 96053 94161 190214 
2. SERVICE 9 1 10 
3. TOTAL 96062 94162 190224 
Ill. VOTERS 
1. GENERAL 68230 58032 126262 
2. PROXY 0 
3. POSTAL 23 
4. TOTAL 68230 58032 126285 
IV. VOTES 
1. REJECTED VOTES (Postel) 10 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 126275 
4. TENDERED VOTES 3 
V. POLLING STATIONS 
NUMBER : 189 AVERAGE ELECTORS PER POLLING STATION : _ 1006 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner 7 BJP DHARMU GOND 48346 
Runner up : IND JAGABANDHU MAJHI 35696 
MARGIN : 12650 ( 10.02% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 94-NAWAPARA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 10 0 10 
2. NOMINATION REJECTED 1 0 1 
3. WITHDRAWN 1 0 1 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
If. ELECTORS 
1. GENERAL 78577 79572 158149 
2. SERVICE 6 3 9 
3. TOTAL 78583 79575 158158 
Il. VOTERS 
1. GENERAL 58950 54103 113053 
2. PROXY 0 
3. POSTAL 12 
4. TOTAL 58950 54103 113065 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 113065 
4. TENDERED VOTES 4 
V. POLLING STATIONS 
NUMBER: !°%4 AVERAGE ELECTORS PER POLLING STATION : 815 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND RAJENDRA DHOLAKIA 41679 
Runner up : BJP BASANTA KUMAR PANDA 39384 
MARGIN : 2295 (2.03% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 95 - KHARIAR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
If. ELECTORS 
1. GENERAL 85620 83319 168939 
2. SERVICE 29 14 43 
3. TOTAL 85649 83333 168982 
Il. VOTERS 
1. GENERAL 62373 51981 114354 
2. PROXY 0 
3. POSTAL 1 
4. TOTAL 62373 51981 114355 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 114355 
4. TENDERED VOTES 7 
V. POLLING STATIONS 
NUMBER: !°%4 AVERAGE ELECTORS PER POLLING STATION : 871 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD DURYODHAN MAJHI 61956 
Runner up : INC DEB DEB PRASAD SINGH DEO 38811 
MARGIN : 23145 ( 20.24% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 96 - DHARAMGARH (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 9 0 9 
5. FORFEITED DEPOSIT 7 0 7 
If. ELECTORS 
1. GENERAL 85708 83169 168877 
2. SERVICE 5 4 9 
3. TOTAL 85713 83173 168886 
Il. VOTERS 
1. GENERAL 60755 48128 108883 
2. PROXY 0 
3. POSTAL 74 
4. TOTAL 60755 48128 108957 
IV. VOTES 
1. REJECTED VOTES (Postel) 12 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 108945 
4. TENDERED VOTES ! 
V. POLLING STATIONS 
NUMBER : 180 AVERAGE ELECTORS PER POLLING STATION : 938 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD BIRA SIPKA 52567 
Runner up : INC BHISMA SUNANI 38951 
MARGIN : 13616 ( 12.50% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 97 - KOKSARA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 8 1 9 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 7 1 8 
5. FORFEITED DEPOSIT 5 1 6 
If. ELECTORS 
1. GENERAL 77831 78507 156338 
2. SERVICE I 7 18 
3. TOTAL 77842 78514 156356 
Il. VOTERS 
1. GENERAL 55697 47126 102823 
2. PROXY 0 
3. POSTAL 13 
4. TOTAL 55697 47126 102836 
IV. VOTES 
1. REJECTED VOTES (Postel) 1 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 102835 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : !64 AVERAGE ELECTORS PER POLLING STATION : 953 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD PUSHPENDRA SINGH DEO 54270 
Runner up : OGP SURENDRA KUMAR PATTJOSHI 23945 
MARGIN : 30325 ( 29.49% of Total Valid Votes ) 


rptConstituencySummary - Page 97 of 147 
111 


Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 98 - JUNAGARH 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 1 0 11 
2. NOMINATION REJECTED 1 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 10 0 10 
5. FORFEITED DEPOSIT 9 0 9 
If. ELECTORS 
1. GENERAL 80664 80070 160734 
2. SERVICE 22 16 38 
3. TOTAL 80686 80086 160772 
Il. VOTERS 
1. GENERAL 58558 49089 107647 
2. PROXY 0 
3. POSTAL 30 
4. TOTAL 58558 49089 107677 
IV. VOTES 
1. REJECTED VOTES (Postel) 1 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 107676 
4. TENDERED VOTES 7 
V. POLLING STATIONS 
NUMBER: !73 AVERAGE ELECTORS PER POLLING STATION : 929 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP HIMANSU SEKHAR MEHER 39150 
Runner up : IND HEMANTA KUMAR PANDA 13168 
MARGIN : 25982 ( 24.13% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 99 - BHAWANIPATNA (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 1 7 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN l 0 1 
4. CONTESTED 4 1 5 
5. FORFEITED DEPOSIT 2 1 3 
Il. ELECTORS 
1. GENERAL 87625 84578 172203 
2. SERVICE 4] 6 47 
3. TOTAL 87666 84584 172250 
II. VOTERS 
1. GENERAL 59770 49293 109063 
2. PROXY 0 
3. POSTAL 69 
4. TOTAL 59770 49293 109132 
IV. VOTES 
1. REJECTED VOTES (Postel) 5 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 109127 
4. TENDERED VOTES 6 
V. POLLING STATIONS 
NUMBER: !81 AVERAGE ELECTORS PER POLLING STATION : 952 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP PRADIPTA KUMAR NAIK 53733 
Runner up : INC ANAM NAIK 45164 
MARGIN : 8569 (7.85% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 100 - NARLA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
If. ELECTORS 
1. GENERAL 74827 75393 150220 
2. SERVICE 23 4 27 
3. TOTAL 74850 75397 150247 
Il. VOTERS 
1. GENERAL 55526 47416 102942 
2. PROXY 0 
3. POSTAL 30 
4. TOTAL 55526 47416 102972 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 102972 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 182 AVERAGE ELECTORS PER POLLING STATION : 826 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD BALABHADRA MAJHI 51002 
Runner up : INC KUMARMANI SABAR 38307 
MARGIN : 12695 ( 12.33% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 101 - KESINGA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
If. ELECTORS 
1. GENERAL 77944 77200 155144 
2. SERVICE 34 9 43 
3. TOTAL 77978 77209 155187 
Il. VOTERS 
1. GENERAL 58356 49807 108163 
2. PROXY 0 
3. POSTAL 32 
4. TOTAL 58356 49807 108195 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 108195 
4. TENDERED VOTES 3 
V. POLLING STATIONS 
NUMBER : !64 AVERAGE ELECTORS PER POLLING STATION : 946 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP DHANESWAR MAJHI 48525 
Runner up : INC BHUPINDER SINGH 47932 
MARGIN : 593 (0.55% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 102 - BALLIGUDA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. NOMINATION REJECTED 3 0 3 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT | 0 1 
If. ELECTORS 
1. GENERAL 79881 83521 163402 
2. SERVICE 25 14 39 
3. TOTAL 79906 83535 163441 
Il. VOTERS 
1. GENERAL 59158 50922 110080 
2. PROXY 0 
3. POSTAL 2 
4. TOTAL 59158 50922 110082 
IV. VOTES 
1. REJECTED VOTES (Postel) 1 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 110081 
4. TENDERED VOTES 5 
V. POLLING STATIONS 
NUMBER: 18! AVERAGE ELECTORS PER POLLING STATION : 903 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP KARENDRA MAJHI 38987 
Runner up : INC SAHURA MALLICK 37076 
MARGIN : 1911 (1.74% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 103 - UDAYAGIRI (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 1 6 
2. NOMINATION REJECTED 2 0 2 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 1 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 80550 85179 165729 
2. SERVICE 295 124 419 
3. TOTAL 80845 85303 166148 
Il. VOTERS 
1. GENERAL 57678 53579 111257 
2. PROXY 0 
3. POSTAL 18 
4. TOTAL 57678 53579 111275 
IV. VOTES 
1. REJECTED VOTES (Postel) 14 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 111261 
4. TENDERED VOTES 4 
V. POLLING STATIONS 
NUMBER: 193 AVERAGE ELECTORS PER POLLING STATION : 861 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC AJAYANTI PRADHAN 54248 
Runner up : BJD SALUGA PRADHAN 40749 
MARGIN: 13499 (12.13% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 104 - PHULBANI (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 1 8 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN | 1 2 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
If. ELECTORS 
1. GENERAL 85826 86391 172217 
2. SERVICE 98 54 152 
3. TOTAL 85924 86445 172369 
Il. VOTERS 
1. GENERAL 60939 53923 114862 
2. PROXY 0 
3. POSTAL 16 
4. TOTAL 60939 53923 114878 
IV. VOTES 
1. REJECTED VOTES (Postel) 5 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 114873 
4. TENDERED VOTES 5 
V. POLLING STATIONS 
NUMBER : !75 AVERAGE ELECTORS PER POLLING STATION : 985 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD PADMANABHA BEHERA 58074 
Runner up : INC RADHAKANTA DIGAL 41943 
MARGIN : 16131 ( 14.04% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 105 - BOUDH 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 10 1 11 
2. NOMINATION REJECTED 3 1 4 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
If. ELECTORS 
1. GENERAL 84665 80996 165661 
2. SERVICE 23 9 32 
3. TOTAL 84688 81005 165693 
Il. VOTERS 
1. GENERAL 60740 46513 107253 
2. PROXY 0 
3. POSTAL 34 
4. TOTAL 60740 46513 107287 
IV. VOTES 
1. REJECTED VOTES (Postel) 13 
2. VOTES NOT RETREIVED FROM EVM 200 
3. TOTAL VALID VOTES POLLED 107074 
4. TENDERED VOTES 7 
V. POLLING STATIONS 
NUMBER: 182 AVERAGE ELECTORS PER POLLING STATION : 910 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD PRADIP KUMAR AMAT 41475 
Runner up : INC SUJIT KUMAR PADHI 30439 
MARGIN : 11036 ( 10.31% of Total Valid Votes ) 


rptConstituencySummary - Page 105 of 147 
119 


Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 106 - TITILAGARH (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 1 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 1 5 
5. FORFEITED DEPOSIT 3 0 3 
If. ELECTORS 
1. GENERAL 79358 78701 158059 
2. SERVICE 28 13 41 
3. TOTAL 79386 78714 158100 
Il. VOTERS 
1. GENERAL 53682 49248 102930 
2. PROXY 0 
3. POSTAL 4 
4. TOTAL 53682 49248 102934 
IV. VOTES 
1. REJECTED VOTES (Postel) 1 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 102933 
4. TENDERED VOTES 1 
V. POLLING STATIONS 
NUMBER : !75 AVERAGE ELECTORS PER POLLING STATION : 903 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD JOGENDRA BEHERA 49689 
Runner up : INC ASHIMA MAHANANDA 41593 
MARGIN : 8096 (7.87% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 107-KANTABANJI 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 1 6 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 1 1 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 75082 73586 148668 
2. SERVICE 12 7 19 
3. TOTAL 75094 73593 148687 
Il. VOTERS 
1. GENERAL 49872 47306 97178 
2. PROXY 0 
3. POSTAL 9 
4. TOTAL 49872 47306 97187 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 97187 
4. TENDERED VOTES 6 
V. POLLING STATIONS 
NUMBER: !68 AVERAGE ELECTORS PER POLLING STATION : 885 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND HAJI MD. AYUB KHAN 39532 
Runner up : INC SANTOSH SINGH SALUJA 31144 
MARGIN : 8388 ( 8.63% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 108 - PATNAGARH 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
If. ELECTORS 
1. GENERAL 76096 72453 148549 
2. SERVICE 23 10 33 
3. TOTAL 76119 72463 148582 
Il. VOTERS 
1. GENERAL 54871 47285 102156 
2. PROXY 0 
3. POSTAL 26 
4. TOTAL 54871 47285 102182 
IV. VOTES 
1. REJECTED VOTES (Postel) 1 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 102171 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 156 AVERAGE ELECTORS PER POLLING STATION : 952 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP KANAK VARDHAN SINGH DEO 56988 
Runner up : INC BIBEKANANDA MEHER 36168 
MARGIN : 20820 ( 20.38% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 109 -SAINTALA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 76212 72624 148836 
2. SERVICE 14 6 20 
3. TOTAL 76226 72630 148856 
Il. VOTERS 
1. GENERAL 51687 43775 95462 
2. PROXY 0 
3. POSTAL 2 
4. TOTAL 51687 43775 95464 
IV. VOTES 
1. REJECTED VOTES (Postel) 1 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 95463 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : !46 AVERAGE ELECTORS PER POLLING STATION : — 1020 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD KALIKESH NARAYAN SINGH DEO 32059 
Runner up : INC SURENDRA SINGH BHOI 28877 
MARGIN : 3182 ( 3.33% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 110 -LOISINGHA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN | 0 1 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT | 0 1 
If. ELECTORS 
1. GENERAL 80081 72833 152914 
2. SERVICE 31 9 40 
3. TOTAL 80112 72842 152954 
Il. VOTERS 
1. GENERAL 58296 47720 106016 
2. PROXY 0 
3. POSTAL 7 
4. TOTAL 58296 47720 106023 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 106023 
4. TENDERED VOTES 4 
V. POLLING STATIONS 
NUMBER : 176 AVERAGE ELECTORS PER POLLING STATION : 869 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC NARASINGHA MISHRA 31487 
Runner up : IND AAKASH MISHRA 27571 
MARGIN : 3916 ( 3.69% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 111 -BOLANGIR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 96382 87985 184367 
2. SERVICE 50 21 71 
3. TOTAL 96432 88006 184438 
IW. VOTERS 
1. GENERAL 62781 48795 111576 
2. PROXY 0 
3. POSTAL 7 
4. TOTAL 62781 48795 111583 
IV. VOTES 
1. REJECTED VOTES (Postel) 6 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 111577 
4. TENDERED VOTES 6 
V. POLLING STATIONS 
NUMBER : 206 AVERAGE ELECTORS PER POLLING STATION : 895 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJD ANANGA UDAYA SINGH DEO 62769 
Runner up : INC MOHAMMAD MUZAFFAR HUSSAIN KHAN 37886 
MARGIN. : 24883 (22.30% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 112 -SONEPUR (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED h 0 7 
2. NOMINATION REJECTED 1 0 1 
3. WITHDRAWN 1 0 1 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 86239 83057 169296 
2. SERVICE il 3 14 
3. TOTAL 86250 83060 169310 
IW. VOTERS 
1. GENERAL 61990 48850 110840 
2. PROXY 0 
3. POSTAL 9 
4. TOTAL 61990 48850 110849 
IV. VOTES 
1. REJECTED VOTES (Postel) 4 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 110845 
4. TENDERED VOTES 3 
V. POLLING STATIONS 
NUMBER : 2!1 AVERAGE ELECTORS PER POLLING STATION : 802 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC BINOD PATRA 46655 
Runner up : BJD KUNDURU KUSHAL 45976 
MARGIN : 679 (0.61% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 113 - BINKA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 1 8 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN l 0 1 
4. CONTESTED 5 1 6 
5. FORFEITED DEPOSIT 2 1 3 
If. ELECTORS 
1. GENERAL 96456 86835 183291 
2. SERVICE 18 4 22 
3. TOTAL 96474 86839 183313 
Il. VOTERS 
1. GENERAL 73942 58326 132268 
2. PROXY 0 
3. POSTAL 13 
4. TOTAL 73942 58326 132281 
IV. VOTES 
1. REJECTED VOTES (Postel) 7 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 132274 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 212 AVERAGE ELECTORS PER POLLING STATION : 865 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD NIRANJAN PUJHARI 54298 
Runner up : INC ASHOK KUMAR PUJARI 40286 
MARGIN : 14012 ( 10.59% of Total Valid Votes ) 


rptConstituencySummary - Page 113 of 147 
127 


Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 114 - BIRMAHARAJPUR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
If. ELECTORS 
1. GENERAL 81639 74578 156217 
2. SERVICE 72 8 80 
3. TOTAL 81711 74586 156297 
Il. VOTERS 
1. GENERAL 57000 38955 95955 
2. PROXY 0 
3. POSTAL 12 
4. TOTAL 57000 38955 95967 
IV. VOTES 
1. REJECTED VOTES (Postel) 3 
2. VOTES NOT RETREIVED FROM EVM 892 
3. TOTAL VALID VOTES POLLED 95072 
4. TENDERED VOTES 4 
V. POLLING STATIONS 
NUMBER: !6! AVERAGE ELECTORS PER POLLING STATION : 971 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD SANJEEB KUMAR SAHOO 51379 
Runner up : INC KARTIK PRASAD TARIA 36760 
MARGIN : 14619 ( 15.38% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 115 - ATHMALLIK 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 1 6 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 1 6 
5. FORFEITED DEPOSIT 3 1 4 
If. ELECTORS 
1. GENERAL 79864 75863 155727 
2. SERVICE 76 29 105 
3. TOTAL 79940 75892 155832 
Il. VOTERS 
1. GENERAL 63171 57256 120427 
2. PROXY 0 
3. POSTAL 55 
4. TOTAL 63171 57256 120482 
IV. VOTES 
1. REJECTED VOTES (Postel) 20 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 120462 
4. TENDERED VOTES 8 
V. POLLING STATIONS 
NUMBER: !70 AVERAGE ELECTORS PER POLLING STATION : 917 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD NAGENDRA KUMAR PRADHAN 55130 
Runner up : INC AMARNATH PRADHAN 54252 
MARGIN : 878 (0.73% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 116 -ANGUL 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 10 0 10 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4, CONTESTED 9 0 9 
5. FORFEITED DEPOSIT 7 0 7 
Il. ELECTORS 
1. GENERAL 109472 95934 205406 
2. SERVICE 257 120 377 
3. TOTAL 109729 96054 205783 
IW. VOTERS 
1. GENERAL 75795 61212 137007 
2. PROXY 0 
3. POSTAL 105 
4. TOTAL 75795 61212 137112 
IV. VOTES 
1. REJECTED VOTES (Postel) 83 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 137029 
4. TENDERED VOTES 7 
V. POLLING STATIONS 
NUMBER : 226 AVERAGE ELECTORS PER POLLING STATION : 91! 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD RAJANI KANT SINGH 61298 
Runner up : INC SANGRAM KESHARI MISHRA 42849 
MARGIN ss: 18449 ( 13.46% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 117-HINDOL (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 1 6 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 1 6 
5. FORFEITED DEPOSIT 4 0 4 
If. ELECTORS 
1. GENERAL 82508 77426 159934 
2. SERVICE 295 123 418 
3. TOTAL 82803 77549 160352 
Il. VOTERS 
1. GENERAL 52469 45225 97694 
2. PROXY 0 
3. POSTAL 49 
4. TOTAL 52469 45225 97743 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 97743 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : !46 AVERAGE ELECTORS PER POLLING STATION : = 1098 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD ANJALI BEHERA 47130 
Runner up : INC TRINATH BEHERA 41676 
MARGIN : 5454 (5.58% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 118 - DHENKANAL 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 2 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 2 5 
5. FORFEITED DEPOSIT l 2 3 
Il. ELECTORS 
1. GENERAL 83982 75127 159109 
2. SERVICE 253 90 343 
3. TOTAL 84235 75217 159452 
Il. VOTERS 
1. GENERAL 58602 48954 107556 
2. PROXY 0 
3. POSTAL 40 
4. TOTAL 58602 48954 107596 
IV. VOTES 
1. REJECTED VOTES (Postel) 16 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 107580 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 153 AVERAGE ELECTORS PER POLLING STATION : 1042 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner —: INC SUDHIR KUMAR SAMAL 53477 
Runner up : BJP KRUSHANA CHANDRA PATRA 48011 
MARGIN: 5466 ( 5.08% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 119 - GONDIA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 2 8 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 1 1 
4. CONTESTED 6 1 7 
5. FORFEITED DEPOSIT 3 I 4 
Il. ELECTORS 
1. GENERAL 83554 76065 159619 
2. SERVICE 239 86 325 
3. TOTAL 83793 76151 159944 
Il. VOTERS 
1. GENERAL 61078 51269 112347 
2. PROXY 0 
3. POSTAL 31 
4. TOTAL 61078 51269 112378 
IV. VOTES 
1. REJECTED VOTES (Postel) 9 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 112369 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: !6! AVERAGE ELECTORS PER POLLING STATION : 993 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJD SAROJ KUMAR SAMAL 42421 
Runner up : sP NABIN NANDA 31365 
MARGIN: 11056 ~— (9.84% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 120 - KAMAKHYANAGAR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 3 10 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4, CONTESTED 5 3 8 
5. FORFEITED DEPOSIT 3 2 5 
Il. ELECTORS 
1. GENERAL 92471 84469 176940 
2. SERVICE 153 34 187 
3. TOTAL 92624 84503 177127 
IW. VOTERS 
1. GENERAL 65234 53746 118980 
2. PROXY 0 
3. POSTAL Ml 
4. TOTAL 65234 53746 118991 
IV. VOTES 
1. REJECTED VOTES (Postel) 4 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 118987 
4. TENDERED VOTES 6 
V. POLLING STATIONS 
NUMBER : !79 AVERAGE ELECTORS PER POLLING STATION : 990 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD PRAFULLA KUMAR MALLIK 53351 
Runner up : IND SATRUGHAN JENA 24769 
MARGIN ss: 28582 ( 24.02% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 121-PALLAHARA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 8 1 9 
2. NOMINATION REJECTED 0 1 1 
3. WITHDRAWN 2 0 2 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
If. ELECTORS 
1. GENERAL 94298 89176 183474 
2. SERVICE 126 44 170 
3. TOTAL 94424 89220 183644 
Il. VOTERS 
1. GENERAL 71968 66935 138903 
2. PROXY 0 
3. POSTAL 25 
4. TOTAL 71968 66935 138928 
IV. VOTES 
1. REJECTED VOTES (Postel) 6 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 138922 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 192 AVERAGE ELECTORS PER POLLING STATION : 956 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC NRUSINGHA SAHU 73907 
Runner up : BJP DEBENDRA PRADHAN 58378 
MARGIN : 15529 ( 11.18% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 122 - TALCHER (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 2 7 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 2 7 
5. FORFEITED DEPOSIT 3 2 5 
Il. ELECTORS 
1. GENERAL 118489 99746 218235 
2. SERVICE 70 40 110 
3. TOTAL 118559 99786 218345 
Il. VOTERS 
1. GENERAL 82197 60602 142799 
2. PROXY 0 
3. POSTAL 36 
4. TOTAL 82197 60602 142835 
IV. VOTES 
1. REJECTED VOTES (Postel) 12 
2. VOTES NOT RETREIVED FROM EVM 152 
3. TOTAL VALID VOTES POLLED 142671 
4, TENDERED VOTES 7 
V. POLLING STATIONS 
NUMBER : 236 AVERAGE ELECTORS PER POLLING STATION : 925 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP MAHESH SAHOO 65561 
Runner up : INC AKRURA SAHOO 54196 
MARGIN : 11365 (7.97% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 123 - PADAMPUR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 0 3 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 2 0 2 
5. FORFEITED DEPOSIT 0 0 0 
If. ELECTORS 
1. GENERAL 83885 82827 166712 
2. SERVICE 18 10 28 
3. TOTAL 83903 82837 166740 
Il. VOTERS 
1. GENERAL 65831 57627 123458 
2. PROXY 0 
3. POSTAL 75 
4. TOTAL 65831 57627 123533 
IV. VOTES 
1. REJECTED VOTES (Postel) 3 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 123530 
4. TENDERED VOTES 1 
V. POLLING STATIONS 
NUMBER: !78 AVERAGE ELECTORS PER POLLING STATION : 937 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC SATYA BHUSAN SAHU 63330 
Runner up : BJD BIJAY RANJAN SINGH BARIHA 60200 
MARGIN : 3130 (2.53% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 124 -MELCHHAMUNDA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN | 0 1 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT | 0 1 
If. ELECTORS 
1. GENERAL 79607 74082 153689 
2. SERVICE 17 12 29 
3. TOTAL 79624 74094 153718 
Il. VOTERS 
1. GENERAL 62051 50347 112398 
2. PROXY 0 
3. POSTAL 12 
4. TOTAL 62051 50347 112410 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 112410 
4. TENDERED VOTES 3 
V. POLLING STATIONS 
NUMBER: !78 AVERAGE ELECTORS PER POLLING STATION : 864 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP MOHAMMAD RAFIQUE 43819 
Runner up : INC PRAKASH CHANDRA DEBTA 43548 
MARGIN : 271 (0.24% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 125 - BISEPUR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
If. ELECTORS 
1. GENERAL 89476 81592 171068 
2. SERVICE 27 12 39 
3. TOTAL 89503 81604 171107 
Il. VOTERS 
1. GENERAL 69243 53790 123033 
2. PROXY 0 
3. POSTAL 5 
4. TOTAL 69243 53790 123038 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 123038 
4. TENDERED VOTES 7 
V. POLLING STATIONS 
NUMBER: !78 AVERAGE ELECTORS PER POLLING STATION : 961 
DATE(s) OF RE-POLL, IF ANY : 22-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 1 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC SUBAL SAHU 66407 
Runner up : BJD ASHOK KUMAR PANIGRAHY 44489 
MARGIN : 21918 ( 17.81% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 126 - BHATLI (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 81819 75407 157226 
2. SERVICE 34 14 48 
3. TOTAL 81853 75421 157274 
II. VOTERS 
1. GENERAL 59039 44619 103658 
2. PROXY 0 
3. POSTAL 10 
4. TOTAL 59039 44619 103668 
IV. VOTES 
1. REJECTED VOTES (Postel) 8 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 103660 
4. TENDERED VOTES 1 
V. POLLING STATIONS 
NUMBER: !65 AVERAGE ELECTORS PER POLLING STATION : 953 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP BIMBADHAR KUANR 43622 
Runner up : INC RIPUNATH SETH 43456 
MARGIN : 166 (0.16% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 127- BARGARH 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 105911 93152 199063 
2. SERVICE 57 13 70 
3. TOTAL 105968 93165 199133 
Il. VOTERS 
1. GENERAL 74488 56470 130958 
2. PROXY 0 
3. POSTAL 15 
4. TOTAL 74488 56470 130973 
IV. VOTES 
1. REJECTED VOTES (Postel) 6 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 130967 
4. TENDERED VOTES 15 
V. POLLING STATIONS 
NUMBER : 183 AVERAGE ELECTORS PER POLLING STATION : = 1088 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD ANANDA ACHARYA 55137 
Runner up : INC SADHU NEPAK 50995 
MARGIN : 4142 ( 3.16% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 128-SAMBALPUR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. NOMINATION REJECTED l 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 123868 108985 232853 
2. SERVICE 134 43 177 
3. TOTAL 124002 109028 233030 
Il. VOTERS 
1. GENERAL 69634 54341 123975 
2. PROXY 0 
3. POSTAL 29 
4. TOTAL 69634 54341 124004 
IV. VOTES 
1. REJECTED VOTES (Postel) 17 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 123987 
4. TENDERED VOTES 11 
V. POLLING STATIONS 
NUMBER : 208 AVERAGE ELECTORS PER POLLING STATION : 1120 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJP JAYANARAYAN MISHRA 64597 
Runner up : INC DURGA SHANKAR PATTANAIK 48835 
MARGIN : 15762 (12.71% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 129 - BRAJARAJNAGAR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 8 2 10 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 7 2 9 
5. FORFEITED DEPOSIT 5 2 7 
If. ELECTORS 
1. GENERAL 89516 78577 168093 
2. SERVICE 36 9 45 
3. TOTAL 89552 78586 168138 
Il. VOTERS 
1. GENERAL 58485 44774 103259 
2. PROXY 0 
3. POSTAL 3 
4. TOTAL 58485 44774 103262 
IV. VOTES 
1. REJECTED VOTES (Postel) 3 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 103259 
4. TENDERED VOTES 4 
V. POLLING STATIONS 
NUMBER : 167 AVERAGE ELECTORS PER POLLING STATION : — 1007 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC ANUP KUMAR SAI 40407 
Runner up : BJP SURESH PUJARI 39261 
MARGIN : 1146 (1.11% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 130 - JHARSUGUDA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 89551 82725 172276 
2. SERVICE 58 22 80 
3. TOTAL 89609 82747 172356 
Il. VOTERS 
1. GENERAL 64020 53757 117777 
2. PROXY 0 
3. POSTAL 3 
4. TOTAL 64020 53757 117780 
IV. VOTES 
1. REJECTED VOTES (Postel) 2 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 117778 
4. TENDERED VOTES 12 
V. POLLING STATIONS 
NUMBER: !74 AVERAGE ELECTORS PER POLLING STATION : 991 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD KISHOR KUMAR MOHANTY 61295 
Runner up : INC NABA KISHORE DAS 50136 
MARGIN : 11159 (9.47% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 131 - LAIKERA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 0 3 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT | 0 1 
If. ELECTORS 
1. GENERAL 75552 74350 149902 
2. SERVICE 80 34 114 
3. TOTAL 75632 74384 150016 
Il. VOTERS 
1. GENERAL 55391 47494 102885 
2. PROXY 0 
3. POSTAL 4 
4. TOTAL 55391 47494 102889 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 102889 
4. TENDERED VOTES 5 
V. POLLING STATIONS 
NUMBER : 160 AVERAGE ELECTORS PER POLLING STATION : 938 
DATE(s) OF RE-POLL, IF ANY : 22-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 1 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP BRUNDABAN MAJHI 48081 
Runner up : INC HEMANANDA BISWAL 46737 
MARGIN : 1344 (1.31% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 132 - KUCHINDA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN l 0 1 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 73493 71787 145280 
2. SERVICE 129 32 161 
3. TOTAL 73622 71819 145441 
Il. VOTERS 
1. GENERAL 51799 43607 95406 
2. PROXY 0 
3. POSTAL 17 
4. TOTAL 51799 43607 95423 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 95423 
4. TENDERED VOTES 5 
V. POLLING STATIONS 
NUMBER: !49 AVERAGE ELECTORS PER POLLING STATION : 976 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJP RABI NARAYAN NAIK 47143 
Runner up : INC SOVARAM PADHAN 42558 
MARGIN: 4585 ( 4.80% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 133 - RATRAKHOL (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN l 0 1 
4. CONTESTED 7 0 i 
5. FORFEITED DEPOSIT 4 0 4 
If. ELECTORS 
1. GENERAL 83077 78699 161776 
2. SERVICE 60 23 83 
3. TOTAL 83137 78722 161859 
Il. VOTERS 
1. GENERAL 53515 40607 94122 
2. PROXY 0 
3. POSTAL 14 
4. TOTAL 53515 40607 94136 
IV. VOTES 
1. REJECTED VOTES (Postel) 1 
2. VOTES NOT RETREIVED FROM EVM 70 
3. TOTAL VALID VOTES POLLED 94065 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: !68 AVERAGE ELECTORS PER POLLING STATION : 963 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD SANATAN BISI 36260 
Runner up : INC RAMAKRISHNA MAHANANDA 24465 
MARGIN : 11795 ( 12.54% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 134 - DEOGARH 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. NOMINATION REJECTED | 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
If. ELECTORS 
1. GENERAL 93517 88286 181803 
2. SERVICE 94 50 144 
3. TOTAL 93611 88336 181947 
Il. VOTERS 
1. GENERAL 66322 55670 121992 
2. PROXY 0 
3. POSTAL 88 
4. TOTAL 66322 55670 122080 
IV. VOTES 
1. REJECTED VOTES (Postel) 23 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 122057 
4. TENDERED VOTES 1 
V. POLLING STATIONS 
NUMBER: 193 AVERAGE ELECTORS PER POLLING STATION : 943 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC NITESH GANGA DEB 62487 
Runner up : BJP SUBASH CHANDRA PANIGRAHI 48606 
MARGIN : 13881 ( 11.37% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 135 -SUNDARGARH 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
If. ELECTORS 
1. GENERAL 80963 77924 158887 
2. SERVICE 47 18 65 
3. TOTAL 81010 77942 158952 
Il. VOTERS 
1. GENERAL 57537 52110 109647 
2. PROXY 0 
3. POSTAL 7 
4. TOTAL 57537 52110 109654 
IV. VOTES 
1. REJECTED VOTES (Postel) 5 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 109649 
4. TENDERED VOTES 1 
V. POLLING STATIONS 
NUMBER: !87 AVERAGE ELECTORS PER POLLING STATION : 850 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJP SHANKARSAN NAIK 54956 
Runner up : INC KISHORE CHANDRA PATEL 45994 
MARGIN : 8962 (8.17% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 136 - TALSARA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 3 1 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 1 4 
5. FORFEITED DEPOSIT l 1 2 
Il. ELECTORS 
1. GENERAL 70135 71197 141332 
2. SERVICE 102 38 140 
3. TOTAL 70237 71235 141472 
Il. VOTERS 
1. GENERAL 48579 44353 92932 
2. PROXY 0 
3. POSTAL 20 
4. TOTAL 48579 44353 92952 
IV. VOTES 
1. REJECTED VOTES (Postel) 9 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 92943 
4. TENDERED VOTES 1 
V. POLLING STATIONS 
NUMBER : 166 AVERAGE ELECTORS PER POLLING STATION : 852 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC GAJADHAR MAJHI 43396 
Runner up : BJP BAIKUNTHA KALO 42437 
MARGIN. : 959 ( 1.03% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 137 - RAJGANGPUR (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 2 6 
2. NOMINATION REJECTED 2 0 2 
3. WITHDRAWN 0 0 0 
4, CONTESTED 2 2 4 
5. FORFEITED DEPOSIT 0 2 2 
Il. ELECTORS 
1. GENERAL 88681 85502 174183 
2. SERVICE 125 53 178 
3. TOTAL 88806 85555 174361 
IW. VOTERS 
1. GENERAL 61916 54560 116476 
2. PROXY 0 
3. POSTAL 35 
4. TOTAL 61916 54560 116511 
IV. VOTES 
1. REJECTED VOTES (Postel) 16 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 116495 
4. TENDERED VOTES 3 
V. POLLING STATIONS 
NUMBER : 185 AVERAGE ELECTORS PER POLLING STATION : 942 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC GREGORY MINZ 59165 
Runner up : BJD MANGALA KISAN 48116 
MARGIN ss: 11049 (9.48% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 138 - BIRAMITRAPUR (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. NOMINATION REJECTED 2 0 2 
3. WITHDRAWN | 0 1 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT | 0 1 
If. ELECTORS 
1. GENERAL 69613 67415 137028 
2. SERVICE 55 33 88 
3. TOTAL 69668 67448 137116 
Il. VOTERS 
1. GENERAL 45635 42138 87773 
2. PROXY 0 
3. POSTAL 0 
4. TOTAL 45635 42138 87773 
IV. VOTES 
1. REJECTED VOTES (Postel) 0 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 87773 
4. TENDERED VOTES 3 
V. POLLING STATIONS 
NUMBER: 119 AVERAGE ELECTORS PER POLLING STATION : 1152 
DATE(s) OF RE-POLL, IF ANY : 22-04-2004 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED 1 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : JMM NIHAR SURIN 37753 
Runner up : IND GEORGE TIRKEY 27728 
MARGIN : 10025 ( 11.42% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 139 - ROURKELA 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
If. ELECTORS 
1. GENERAL 154174 118322 272496 
2. SERVICE 98 44 142 
3. TOTAL 154272 118366 272638 
Il. VOTERS 
1. GENERAL 71239 52394 123633 
2. PROXY 0 
3. POSTAL 7 
4. TOTAL 71239 52394 123640 
IV. VOTES 
1. REJECTED VOTES (Postel) 7 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 123633 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER: 222 AVERAGE ELECTORS PER POLLING STATION : = 1228 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD SARADA PRASAD NAYAK 72343 
Runner up : INC NIHAR RAY 46438 
MARGIN : 25905 ( 20.95% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 140 - RAGHUNATHPALI (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 13 3 16 
2. NOMINATION REJECTED 3 0 3 
3. WITHDRAWN 2 0 2 
4. CONTESTED 8 3 11 
5. FORFEITED DEPOSIT 7 2 9 
If. ELECTORS 
1. GENERAL 96623 89126 185749 
2. SERVICE 60 32 92 
3. TOTAL 96683 89158 185841 
Il. VOTERS 
1. GENERAL 58379 49021 107400 
2. PROXY 0 
3. POSTAL 1 
4. TOTAL 58379 49021 107401 
IV. VOTES 
1. REJECTED VOTES (Postel) 1 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 107400 
4. TENDERED VOTES 0 
V. POLLING STATIONS 
NUMBER : 176 AVERAGE ELECTORS PER POLLING STATION : = 1056 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : JMM HALU MUNDARY 35521 
Runner up : BJP PURNIMA KERKETTA 34809 
MARGIN : 712 ( 0.66% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 141 - BONAI (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 1 7 
2. NOMINATION REJECTED 1 1 2 
3. WITHDRAWN 1 0 1 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 69631 68994 138625 
2. SERVICE 88 30 118 
3. TOTAL 69719 69024 138743 
IW. VOTERS 
1. GENERAL 49920 44396 94316 
2. PROXY 0 
3. POSTAL 30 
4. TOTAL 49920 44396 94346 
IV. VOTES 
1. REJECTED VOTES (Postel) 14 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 94332 
4. TENDERED VOTES 6 
V. POLLING STATIONS 
NUMBER : !84 AVERAGE ELECTORS PER POLLING STATION : 754 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM LAXMAN MUNDA 37890 
Runner up : BJP BHIMA CHOUDHURY 32163 
MARGIN : 5/21 ( 6.07% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 142 - CHAMPUA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 82629 76460 159089 
2. SERVICE 72 38 110 
3. TOTAL 82701 76498 159199 
Il. VOTERS 
1. GENERAL 53597 43907 97504 
2. PROXY 0 
3. POSTAL 22 
4. TOTAL 53597 43907 97526 
IV. VOTES 
1. REJECTED VOTES (Postel) 12 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 97514 
4. TENDERED VOTES 4 
V. POLLING STATIONS 
NUMBER : 167 AVERAGE ELECTORS PER POLLING STATION : 953 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC DHANURJAY SIDU 38050 
Runner up : BJP DURYODHAN PINGUA 28757 
MARGIN : 9293 (9.53% of Total Valid Votes ) 


rptConstituencySummary - Page 142 of 147 
156 


Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 143 - PATNA (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 1 5 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 3 1 4 
5. FORFEITED DEPOSIT 0 1 1 
Il. ELECTORS 
1. GENERAL 78563 77340 155903 
2. SERVICE 156 71 227 
3. TOTAL 78719 T7411 156130 
Il. VOTERS 
1. GENERAL 58086 52210 110296 
2. PROXY 0 
3. POSTAL 31 
4. TOTAL 58086 52210 110327 
IV. VOTES 
1. REJECTED VOTES (Postel) 18 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 110309 
4. TENDERED VOTES 4 
V. POLLING STATIONS 
NUMBER : 182 AVERAGE ELECTORS PER POLLING STATION : 858 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJP GOURAHARI NAIK 42744 
Runner up : INC SATYABRATA NAIK 36124 
MARGIN. : 6620 ( 6.00% — of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 144 - KEONJHAR (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 10 1 11 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 3 0 3 
4. CONTESTED 7 1 8 
5. FORFEITED DEPOSIT 5 1 6 
Il. ELECTORS 
1. GENERAL 92663 88799 181462 
2. SERVICE 89 51 140 
3. TOTAL 92752 88850 181602 
Ill. VOTERS 
1. GENERAL 63473 51469 114942 
2. PROXY 0 
3. POSTAL 21 
4. TOTAL 63473 51469 114963 
IV. VOTES 
1. REJECTED VOTES (Postel) 13 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 114950 
4. TENDERED VOTES 8 
V. POLLING STATIONS 
NUMBER: 195 AVERAGE ELECTORS PER POLLING STATION : 931 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJP MOHAN CHARAN MAJHI 46146 
Runner up : INC MADHAB SARDAR 35144 
MARGIN : 11002 (9.57% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 145 - TELKOI (ST) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 95505 95271 190776 
2. SERVICE 44 22 66 
3. TOTAL 95549 95293 190842 
Il. VOTERS 
1. GENERAL 69621 59719 129340 
2. PROXY 0 
3. POSTAL 6 
4. TOTAL 69621 59719 129346 
IV. VOTES 
1. REJECTED VOTES (Postel) 5 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 12934] 
4. TENDERED VOTES 2 
V. POLLING STATIONS 
NUMBER : 228 AVERAGE ELECTORS PER POLLING STATION : 837 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJD NILADRI NAYAK 49048 
Runner up : INC PRANA BALLAV NAYAK 46289 
MARGIN : 2759 (2.13% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 146 - RAMCHANDRAPUR 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 3 0 3 
If. ELECTORS 
1. GENERAL 93309 91741 185050 
2. SERVICE 84 27 111 
3. TOTAL 93393 91768 185161 
Il. VOTERS 
1. GENERAL 73165 67598 140763 
2. PROXY 0 
3. POSTAL 88 
4. TOTAL 73165 67598 140851 
IV. VOTES 
1. REJECTED VOTES (Postel) 36 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 140815 
4. TENDERED VOTES 10 
V. POLLING STATIONS 
NUMBER: 197 AVERAGE ELECTORS PER POLLING STATION : 940 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC NIRANJAN PATNAIK 54884 
Runner up : IND BADRINARAYAN PATRA 54402 
MARGIN : 482 (0.34% of Total Valid Votes ) 
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Election Commission of India, State Election, 2004 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 147 - ANANDAPUR (SC) 


MEN WOMEN TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. NOMINATION REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
If. ELECTORS 
1. GENERAL 87187 86451 173638 
2. SERVICE 52 18 70 
3. TOTAL 87239 86469 173708 
Il. VOTERS 
1. GENERAL 66362 61118 127480 
2. PROXY 0 
3. POSTAL 13 
4. TOTAL 66362 61118 127493 
IV. VOTES 
1. REJECTED VOTES (Postel) 13 
2. VOTES NOT RETREIVED FROM EVM 0 
3. TOTAL VALID VOTES POLLED 127480 
4. TENDERED VOTES 7 
V. POLLING STATIONS 
NUMBER: 195 AVERAGE ELECTORS PER POLLING STATION : 891 
DATE(s) OF RE-POLL, IF ANY : NIL 
NULBER PF POLLING STATIONS WHERE RE-POLL WAS ORDERED NIL 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
20-04-2004 13-05-2004 13-05-2004 
VIL. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC JAYADEV JENA 69032 
Runner up : BJP MAYADHAR JENA 43826 
MARGIN : 25206 ( 19.77% of Total Valid Votes ) 
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Election Commission of India - State Election, 2004 to the Legislative Assembly of ORISSA 


DETAILED RESULTS 


VALID VOTES POLLED 
No. CANDIDATE SEX AGE CATEGORY PARTY GENERAL POSTAL TOTAL 

Constituency 1. KARANJIA (ST) 
1. PADMA CHARAN HAIBURU M 43 ST INC 29149 0 29149 
2. TARANGA TAPAN NAIK M 32 ST IND 4223 0 4223 
3. BASANTA KUMAR GIRI M 31 ST IND 1298 0 1298 
4. BIRANCHI KUMAR NAYAK M 50 ST IND 1200 0 1200 
5. JADUMANI NAIK M 61 ST IND 1994 0 1994 
6. SADAN SINGH BANKIRA M 59 ST IND 3058 0 3058 
7. SUMANTRA NAIK M 32 ST IND 14294 0 14294 
8. AJIT HEMBRAM M 32 ST BJD 38405 0 38405 
TOTAL 93621 0 93621 

Constituency 2. JASHIPUR (ST) 
1. DASARATHI NAIK M 63 ST UP 1563 0 1563 
2. SHAMBHU NATH NAIK M 54 ST IND 22830 1 22831 
3. BHANU CHARAN NAIK M 57 ST IND 1427 0 1427 
4. GOUR CHANDRA NAYAK M 58 ST IND 4877 0 4877 
5. KAMALA KANTA NAYAK M 58 ST IND 6124 0 6124 
6. AGNISWAR NAIK M 52 ST IND 837 0 837 
7. DILLIP NAIK M 34 ST JMM 14113 0 14113 
8. ROUTU HESSA M 39 ST INC 14893 0 14893 
9. MANGAL SINGH MUDI M 55 ST BJP 17529 0 17529 
10. DANKANIA HEMBRAM M 41 ST BSP 2887 0 2887 
11. DOLAGOBINDA NAIK M 40 ST BMVP 995 0 995 
TOTAL 88075 1 88076 

Constituency 3. BAHALDA (ST) 
1. MOHAN HANSDAH M 38 ST IND 2827 0 2827 
2. LAXMAN SOREN M 44 ST INC 12945 3 12948 
3. LOPAMUDRA HANSDAH F 27 ST IND 7322 0 7322 
4. HELENA BAGE F 35 ST IND 12796 0 12796 
5, SASHIBHUSAN MARANDI M 63 ST IND 931 0 931 
6. SINGRAY HANSDAH M 27 ST JDP 1489 0 1489 
7. KHELARAM MAHALI M 45 ST BJP 19210 6 19216 
8. PRAHLAD PURTY M 36 ST JMM 20035 6 20041 
9. BUDHAN MURMU M 42 ST AJSU 1470 1 1471 
10. CHHATRAY HANSDAH M 40 ST IND 7719 0 779 
TOTAL 79804 16 79820 

Constituency 4. RAIRANGPUR (ST) 

1. RAM CHANDRA MURMU M 34 ST JMM 29249 4 29253 
2. SUKANTI PINGUA F 58 ST IND 2511 0 2511 
3. BRAJA MOHAN HANSDAH M 58 ST IND 1323 1 1324 
4. MAJHIARAM TUDU M 31 ST AJSU 2036 0 2036 
5. LAXMAN MAJHI M 57 ST INC 22550 1 22551 
6. DROUPADI MURMU F 45 ST BJP 29281 14 29295 
7. SHANKAR PURTY M 26 ST IND 2719 0 2719 
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Election Commission of India - State Election, 2004 to the Legislative Assembly of ORISSA 


DETAILED RESULTS 


VALID VOTES POLLED 
No. CANDIDATE SEX AGE CATEGORY PARTY GENERAL POSTAL TOTAL 
TOTAL: 89669 20 89689 
Constituency 5. BANGRIPOSI (ST) 
1. SRIHARI NAIK M 55 ST IND 1227 0 1227 
2. CHATURBHUJ NAIK M 49 ST IND 1265 0 1265 
3. SAUNA MURMU M 37 ST IND 3727 0 3727 
4. LAXMAN SINGH M 31 ST IND 1174 0 1174 
5. DAMAN SOREN M 35 ST IND 1250 0 1250 
6. CHAITANYA HANSDAH M 43 ST IND 5536 0 5536 
7. CHITTARANIJAN NAIK M 35 ST IND 2255 1 2256 
8. RAM CHANDRA HANSDAH M 37 ST AJSU 13163 0 13163 
9. AMARSINGH TUDU M 38 ST JD(S) 1920 0 1920 
10. AJEN MURMU M 37 ST JMM 17156 0 17156 
11. MANGAL SINGH M 33 ST BSP 4077 0 4077 
12. CHAITANYA PRASAD MAJHI M 71 ST BJD 22579 2 22581 
13, PURUSOTTAM NAIK M 50 ST INC 14525 1 14526 
14. GAGAN NAIK M 33 ST IND 3154 0 3154 
15. SUGDA MURMU M 40 ST IND 7548 0 7548 
TOTAL 100556 4 100560 
Constituency ©. KULIANA (ST) 
1. MADHU SUDAN SINGH M 45 ST IND 6624 1 6625 
2. JADHA BESRA M 34 ST IND 2250 0 2250 
3. SUDAM MARNDI M 38 ST JMM 41016 4 41020 
4. SANANDA MARNDI M 32 ST BJP 44775 0 44775 
5. SARASWATI HEMBRAM F 56 ST INC 10558 3 10561 
6. SARAT CHANDRA SOREN M 26 ST BSP 2429 0 2429 
7. LAMBODAR SINGH M 36 ST AJSU 2312 0 2312 
TOTAL: 109964 8 109972 
Constituency 7.BARIPADA 
1. KISHORE DASH M 48 GEN JD(U) 5563 3 5566 
2. SHIRISH CHANDRA MOHANTA M 42 GEN IND 1829 0 1829 
3. SHIVAJI MOULIK M 46 GEN IND 994 0 994 
4. CHHATISH CHANDRA DHAL M 47 GEN IND 19101 1 19102 
5. RADHAMADHAB PRAHARAJ M 30 GEN BMVP 1148 0 1148 
6. DINAKRUSHNA M 54 GEN INC 20469 8 20477 
7. PRADEEP CHAKRABORTY M 36 GEN JD(S) 818 0 818 
8. RAJ KISHORE DASH M 39 GEN BJP 30393 4 30397 
9. PRASANTA KUMAR ROUT M 45 GEN BSP 1312 0 1312 
10. BIMAL LOCHAN DAS M 66 GEN JMM 44461 2 44463 
TOTAL: 126088 18 126106 
Constituency 8. BAISINGA (ST) 
1. HARISH CHANDRA SING M 37 ST CPM 8491 0 8491 
2. KANDRA SOREN M 35 ST IND 9310 0 9310 
3. BIRAM MAJHI M 53 ST IND 35218 2 35220 
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4. PRAMILA GIRI F 47 ST BJP 37376 6 37382 
5. KARTIK CHANDRA TUDU M 31 ST JMM 16115 0 16115 
6. GOUR MOHAN SING M 35 ST BMVP 1545 0 1545 
TOTAL 108055 8 108063 
Constituency 9. KHUNTA (ST) 
1. GOLAK BIHARI NAIK M 47 ST BJP 44324 9 44333 
2. SURENDRA NATH MAJHI M 62 ST INC 34359 3 34362 
3, PRAKASH SOREN M 34 ST JMM 19076 1 19077 
4. USHAMANI SINGH F 34 ST IND 1355 0 1355 
5. CHANDRA MOHAN MURMU M 34 ST IND 697 0 697 
6. JAGANNATH SINGH M 35 ST IND 1072 0 1072 
7. DASARATHA SINGH M 29 ST IND 4491 0 4491 
8. SUNARAM BINDHANI M 29 ST IND 1779 0 1779 
TOTAL 107153 13 107166 
Constituency 10. UDALA (ST) 
1. BINOD SINGH BIRUA M 25 ST BSP 2024 0 2024 
2. SAMAY CHARAN MARANDI M 40 ST IND 1920 0 1920 
3, BIRENDRA NATH SINGH M 44 ST IND 1965 1 1966 
4. PADMINI MARANDI F 40 ST IND 1365 0 1365 
5. KAILASH CHANDRA SINGH M 38 ST IND 11152 2 11154 
6. BHASKAR MADHEI M 44 ST BJP 32715 40 32755 
7. ANANGA SENAPATI M 50 ST INC 26689 150 26839 
8. JAGANNATH TUDU M 43 ST JMM 23284 1 23285 
TOTAL: 101114 194 101308 
Constituency 11.BHOGRAI 
1. ANANTA DAS M 64 GEN BJD 57587 2 57589 
2. KAMALA DAS F 58 GEN INC 22539 2 22541 
3. SUDARSAN JENA M 35 SC BSP 1838 0 1838 
4. BIJAY DAS M 33 GEN BMVP 935 0 935 
5. KAMAL LOCHAN ADHIKARI M 31 GEN IND 1563 0 1563 
6. KARTIKESWAR PATRA M 62 GEN IND 55909 0 55909 
TOTAL 140371 4 140375 
Constituency 12. JALESWAR 
1. GOBINDA PRADHAN M 37 GEN BMVP 837 0 837 
2. SRIKANTA SINGH M 29 ST BSP 1863 0 1863 
3. JAYANARAYAN MOHANTY M 52 GEN INC 75988 14 76002 
4. ASWINI KUMAR PATRA M 53 GEN BJP 84918 12 84930 
5. SUKANTA KUMAR BEHERA M 42 GEN SP 941 1 942 
TOTAL: 164547 27 164574 
Constituency 13.BASTA 
1, PADMA LOCHAN DAS M 57 SC BSP 1139 0 1139 
2. RAGHUNATH MOHANTY M 54 GEN BJD 76312 4 76316 
3. SANJIV GIRI M 42 GEN INC 40202 4 40206 
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4. MUNSI ABDUL MAHERAJ ALLI M 43 GEN SP 1004 0 1004 
5. DEBI PRASANNA CHAND M 34 GEN IND 17128 0 17128 
6. BRAHMANANDA MOHAPATRA M 48 GEN IND 899 0 899 
TOTAL: 136684 8 136692 
Constituency 14.BALASORE 
1. KARUNAKARA RATHA M 42 GEN JP 1006 0 1006 
2. SUBHRANSU SEKHAR DAS M 29 GEN IND 1113 0 1113 
3. BAIJAYANTIMALA SAMANTARAY F 44 GEN IND 786 0 786 
4. BASANTALATA PATTANAYAK F 51 GEN IND 491 0 491 
5. GOBARDHAN DAS M 50 GEN IND 321 0 321 
6. ARUN KUMAR SWAIN M 38 GEN IND 1405 0 1405 
7. BICHITRANANDA DAS M 32 GEN SP 668 0 668 
8. ARUN DEY M 57 GEN OGP 73289 2 73291 
9. JIBAN PRADIP DASH M 44 GEN BJP 72699 7 72706 
10. URMILA MAJHI F 31 SC BSP 1514 0 1514 
11. BHASKAR JENA M 53 GEN PTSS 1443 0 1443 
TOTAL 154735 9 154744 
Constituency 15.SORO 
1. KARTIK MAHAPATRA M 52 GEN INC 66510 7 66517 
2. BIRENDRA MOHAN BISWAL M 44 GEN BJP 65649 10 65659 
3. ASIT KUMAR BISOI M 27 GEN BMVP 1698 0 1698 
4. PRAVAKAR DAS M 30 SC RPI 746 0 746 
5. ALOK KUMAR DAS M 45 GEN IND 1279 0 1279 
TOTAL: 135882 17 135899 
Constituency 16.SIMULIA 
1. PADMA LOCHAN PANDA M 50 GEN INC 65903 2 65905 
2. PARSURAM PANIGRAHI M 57 GEN BJD 62062 3 62065 
3. KIRTAN BIHARI DASH M 48 GEN IND 3117 0 3117 
TOTAL: 131082 5 131087 
Constituency 17.NILGIRI 
1. PRATAP CHANDRA SARANGI M 48 GEN BJP 65437 93 65530 
2. PRADIPTA PANDA M 47 GEN CPM 46761 17 46778 
3. BHARAT SINGH M 28 ST BSP 2433 0 2433 
4. LAXMAN SING M 47 ST JMM 3980 0 3980 
5. AKSHYA KUMAR ACHARYA M 54 GEN IND 13135 12 13147 
6. JYOTISKAR MOHAPATRA M 35 GEN IND 1904 0 1904 
7. SUNITI SING F 53 ST IND 1382 0 1382 
TOTAL 135032 122 135154 
Constituency 18. BHANDARIPOKHARI (SC) 
1. PURUSOTTAM SETHI M 72 SC IND 1643 0 1643 
2. ANANTA SETHI M 57 SC INC 61186 35 61221 
3. RATHA DAS M 48 SC BJD 59665 10 59675 
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4. PANCHANAN MALIK M 29 SC IND 1562 0 1562 
TOTAL: 124056 45 124101 
Constituency 19.BHADRAK 
1. SIDHARTHA MOHANTY M 39 GEN IND 1418 0 1418 
2. RAJENDRA PRASAD JENA M 29 SC BSP 1903 0 1903 
3. NAREN PALLAI M 38 GEN INC 66010 6 66016 
4. PRAFULLA SAMAL M 56 GEN BJD 61181 23 61204 
TOTAL: 130512 29 130541 
Constituency 20. DHAMNAGAR 
1. GAURAHARI BISWAL M 44 GEN BSP 1781 0 1781 
2. JAGANNATHA ROUT M 61 GEN INC 34596 19 34615 
3. MANMOHAN SAMAL M 45 GEN BJP 63536 21 63557 
4. DEBABRATA JENA M 25 GEN IND 1741 0 1741 
5. PRAKASH CHANDRA SAHOO M 35 GEN IND 700 0 700 
6. MANAS RANJAN MALLICK M 48 GEN IND 28509 7 28516 
TOTAL 130863 47 130910 
Constituency 21. CHANDBALI (SC) 
1. BIJAY SETHI M 29 SC IND 431 0 431 
2. RAJENDRA KU DAS M 34 SC IND 22854 1 22855 
3. MAHESWAR SETHI M 32 SC IND 618 0 618 
4. AKSHAY MALIK M 31 SC BSP 3355 0 3355 
5. NETRANANDA MALLICK M 57 SC INC 54464 10 54474 
6. BIKRAMADITYA SETHI M 42 SC IND 1947 0 1947 
7. BISHNU CHARAN SETHI M 43 SC BJP 52982 17 52999 
TOTAL: 136651 28 136679 
Constituency 22 . BASUDEVPUR 
1. BIJAYSHREE ROUTRAY M 50 GEN BJD 72973 10 72983 
2. MADHABANANDA MALLICK M 46 GEN INC 67076 15 67091 
3. KABINDRA SEKHAR DAS M 43 GEN IND 3005 3 3008 
TOTAL: 143054 28 143082 
Constituency 23.SUKINDA 
1, PRAFULLA CHANDRA GHADAI M 64 GEN BJD 72463 11 72474 
2. SARAT ROUT M 53 GEN INC 65594 4 65598 
3. SUSIL CHANDRA MOHANTA M 40 GEN IND 3567 0 3567 
TOTAL 141624 15 141639 
Constituency 24.KORAI 
1. UMAKANTA SETHI M 27 SC IND 3398 0 3398 
2. BIDYADHAR MOHANTY M 44 GEN IND 3031 0 3031 
3. ASHOK KUMAR DAS M 57 GEN JD(S) 48699 10 48709 
4. SANCHITA MOHANTY F 50 GEN BJP 67882 6 67888 
TOTAL: 123010 16 123026 


Constituency 25. JAJPUR (SC) 
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1. PARAMESWAR SETHI M 39 SC BJD 64470 10 64480 
2. BIDYADHAR JENA M 63 SC JP 2917 0 2917 
3. ANCHAL DAS M 48 SC INC 49308 2 49310 
TOTAL: 116695 12 116707 
Constituency 26. DHARAMSALA 
1. KALPATARU DAS M 55 GEN BJD 71800 19 71819 
2. KANGALI CHARAN PANDA M 62 GEN INC 52556 3 52559 
3. NALINEE KANTA MISHRA M 38 GEN IND 2395 1 2396 
TOTAL 126751 23 126774 
Constituency 27.BARCHANA 
1. BALARAM NAYAK M 27 GEN IND 930 0 930 
2. GOUTAM RAY M 42 GEN BJD 68088 21 68109 
3. SITAKANTA MOHAPATRA M 58 GEN INC 72767 30 72797 
4. AKSHAYA KUMAR DHAL M 44 GEN IND 1504 0 1504 
TOTAL: 143289 51 143340 
Constituency 28 . BARI-DERABISI 
1. SATIS KUMAR JAYSWAL M 35 GEN IND 1299 0 1299 
2. BATA KRUSHANA PRADHAN M 52 GEN IND 1601 0 1601 
3. DEBASIS NAYAK M 45 GEN BJD 60990 7 60997 
4. KULAMANI ROUT M 55 GEN INC 51178 3 51181 
TOTAL: 115068 10 115078 
Constituency 29. BINJHARPUR (SC) 
1. ASHOK DAS M 35 SC INC 43399 10 43409 
2. PRAMILA MALLIK F 4l SC BJD 60660 18 60678 
3. ABHAYA KUMAR MALLIK M 40 SC IND 1304 0 1304 
4. PABITRA MOHAN JENA M 62 SC IND 678 0 678 
5. SURENDRA MALLICK M 47 SC IND 2649 0 2649 
6. SURESH CHANDRA MALLICK M 26 SC IND 734 0 734 
TOTAL: 109424 28 109452 
Constituency 30.AUL 
1. ANANDA CHANDRA SETHI M 47 SC IND 2057 0 2057 
2. DEBENDRA SHARMA M 45 GEN INC 52634 3 52637 
3. PRATAP KESHARI DEB M 33 GEN BJD 61859 10 61869 
TOTAL: 116550 13 116563 
Constituency 31. PATAMUNDAI (SC) 
1. KISHOR CHANDRA TARAI M 32 SC BJD 64995 5 65000 
2. GANESWAR BEHERA M 44 SC INC 49979 2 49981 
TOTAL: 114974 7 114981 
Constituency 32 . RAJNAGAR 
1. KRUTIBASH PATRA M 59 GEN BJD 61409 2 61411 
2. NALINIKANTA MOHANTY M 55 GEN INC 69855 1 69856 
3. PRATAP CHANDRA ROUT M 46 GEN IND 1960 0 1960 
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4. BATA KRUSHNA MALL M 68 GEN IND 839 0 839 
TOTAL: 134063 3 134066 
Constituency 33. KENDRAPARA 
1. BEDPRAKASH AGRAWALLA M 67 GEN BJP 56277 6 56283 
2. UTKAL KESHARI PARIDA M 45 GEN OGP 60846 2 60848 
3. SANTHA KRUSHNA DAS M 43 GEN IND 2270 1 2271 
TOTAL: 119393 9 119402 
Constituency 34.PATKURA 
1. PRAKASH MOHANTY M 41 GEN IND 558 0 558 
2. PRAFULLA CHANDRA SENAPATY M 64 GEN IND 498 0 498 
3. ATANU SABYASACHI NAYAK M 36 GEN BJD 62753 16 62769 
4. RANJAN KUMAR MALLIK M 28 Ne BSP 2167 0 2167 
5. BIKRAM KESHARI ROUTRAY M 33 GEN IND 729 0 729 
6. BIJOY MOHAPATRA M 54 GEN OGP 59908 6 59914 
TOTAL: 126613 22 126635 
Constituency 35. TIRTOL 
1. CHIRANJIB BISWAL M 41 GEN INC 69220 48 69268 
2. DEBASHISH SAMANTARAY M 44 GEN BJD 65217 37 65254 
3. BIBHUTI BHUSAN MAJHI M 32 Ne BSP 1437 0 1437 
4. NRUSINGH CHARAN BARIK M 40 GEN JP 729 1 730 
5. ABHIRAM NAYAK M 49 GEN IND 478 0 478 
TOTAL 137081 86 137167 
Constituency 36.ERSAMA 
1. MANOJ PATRA M 34 SC BSP 2367 0 2367 
2. RAMESH CHANDRA SAMANTARAY M 43 GEN INC 59270 15 59285 
3. DR. DAMODAR ROUT M 57 GEN BJD 79571 19 79590 
4. GOURHARI NAYAK M 47 GEN CPI 10575 1 10576 
TOTAL: 151783 35 151818 
Constituency 37.BALIKUDA 
1. UMESH CHANDRA SWAIN M 52 GEN INC 48234 8 48242 
2. JYOTISH CHANDRA DAS M 43 GEN BJP 23086 12 23098 
3. BIRABARA DALAI M 34 GEN SP 849 0 849 
4. RAGHUNANDAN DAS M 44 GEN IND 39516 4 39520 
5. AMIYA KUMAR MOHANTY M 28 GEN BSP 1121 0 1121 
TOTAL 112806 24 112830 
Constituency 38. JAGATSINGHPUR (SC) 
1. GANESH CHANDRA MALLICK M 64 Ne BSP 1202 2 1204 
2. BISHNU CHARAN DAS M 50 Ne BJD 64262 22 64284 
3. LAKSHMAN MALLICK M 65 Ne INC 57012 16 57028 
4. AKULANANDA MALLICK M 64 Ne IND 986 0 986 
5. CHANDRAKANTA DAS 32 SC IND 786 0 786 
TOTAL: 124248 40 124288 
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Constituency 39 . KISSANNAGAR 
1, PRATAP JENA M 38 GEN BJD 68043 1 68044 
2. PRATAPA CHANDRA BEHERA M 36 GEN IND 455 0 455 
3. SK FIRDOUS ALI M 49 GEN SP 1249 0 1249 
4. GURUPADA NANDA M 58 GEN INC 43275 1 43276 
5. LELIN KU LENKA M 41 GEN BSP 1260 0 1260 
TOTAL: 114282 2 114284 
Constituency 40.MAHANGA 
1. BIKRAM KESHARI BARMA M 61 GEN BJD 58727 11 58738 
2. SK MATLUB ALI M 60 GEN INC 49861 17 49878 
3. CHITTA RANJAN SAHOO M 38 GEN SP 1335 0 1335 
TOTAL: 109923 28 109951 
Constituency 41. SALEPUR (SC) 
1. KALINDI BEHERA M 61 SC BJD 57239 9 57248 
2. PRAKASH CHANDRA BEHERA M 32 sc INC 48493 9 48502 
3. BATA KRUSHANA BHOI M 56 sc BSP 1087 0 1087 
4. SUBODHA KUMAR DAS M 31 sc RPI 396 0 396 
5. SARAT CHANDRA BEHERA M 56 sc IND 866 0 866 
TOTAL: 108081 18 108099 
Constituency 42 .GOBINDPUR 
1. PABITRA KUMAR MOHAPATRA M 30 GEN BSP 1433 0 1433 
2. RABINDRA KUMAR MALLICK M 51 GEN INC 66205 43 66248 
3. PANCHANAN KANUNGO M 52 GEN BJD 61934 24 61958 
4. JANMEJAYA RAY M 34 GEN SP 1168 0 1168 
TOTAL: 130740 67 130807 
Constituency 43 .CUTTACK SADAR 
1. NAYAN KISHORE MOHANTY M 42 GEN BJP 47107 6 47113 
2. MANAS RANJAN CHOUDHURY M 36 GEN INC 20677 0 20677 
3. SOMANATH BHOI M 30 GEN BSP 862 0 862 
4. LALITA SATPATHY F 47 GEN SP 355 0 355 
5. PRAKASH DAS M 38 GEN IND 856 0 856 
6. PRAVAT RANJAN BISWAL M 38 GEN IND 60813 9 60822 
7. MUKESH KUMAR PATADIA M 34 GEN IND 820 0 820 
TOTAL 131490 15 131505 
Constituency 44. CUTTACK CITY 
1. ARJUN MOHAKUL M 63 GEN SP 854 0 854 
2. BABULI CHARAN BARIK M 25 GEN IND 470 0 470 
3. ABDUL RUB M 42 GEN IND 1601 0 1601 
4. SUBASH CHANDRA BEHERA M 54 GEN RJD 658 0 658 
5. SAKYASINGH MISHRA M 49 GEN JD(U) 264 0 264 
6. SURESH MOHAPATRA M 47 GEN INC 48746 3 48749 
7. SAMIR DEY M 47 GEN BJP 58900 8 58908 
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8. ANOOP DEY M 37 GEN SHS 215 1 216 
TOTAL: 111708 12 111720 
Constituency 45.CHOUDWAR 
1. KANHU CHARAN LENKA M 63 GEN INC 30388 3 30391 
2. DHARMANANDA BEHERA M 55 GEN BJD 60184 1 60185 
3. SANTOSH MITRA M 46 GEN AIFB 832 0 832 
4. AJAYA KUMAR MISHRA M 42 GEN IND 812 0 812 
5. DEEPAK KUMAR BARIK M 34 GEN IND 8517 0 8517 
6. BIDHU BHUSAN PRAHARAJ M 52 GEN IND 4125 1 4126 
TOTAL: 104858 5 104863 
Constituency 46.BANKI 
1. DEBASIS PATTNAIK M 34 GEN INC 58088 18 58106 
2. PRAVAT TRIPATHY M 46 GEN BJD 56922 17 56939 
3. UTKALAMANI MANTRY M 33 GEN IND 2618 2 2620 
TOTAL: 117628 37 117665 
Constituency 47.ATHGARH 
1, RANENDRA PRATAP SWAIN M 50 GEN BJD 70648 72 70720 
2. BICHITRA NANDA MUDULI M 61 GEN IND 32062 6 32068 
3. BIBHUTI BHUSAN MISHRA M 52 GEN INC 29206 10 29216 
4. BHRAMARBAR SETHI M 67 SC BSP 2949 0 2949 
TOTAL: 134865 88 134953 
Constituency 48.BARAMBA 
1. JHARANA DAS F 37 GEN BSP 5219 0 5219 
2. DEBIPRASAD MISHRA M 45 GEN BJD 70427 14 70441 
3. MANORANJAN NAYAK M 41 GEN INC 36801 5 36806 
TOTAL: 112447 19 112466 
Constituency 49. BALIPATNA (SC) 
1. CHITA RANJAN MALLICK M 35 SC LJNSP 1621 0 1621 
2. NARENDRA NATH NAYAK M 47 SC IND 11563 0 11563 
3. SASHI BHUSAN BEHERA M 49 SC BJD 54288 5 54293 
4. BENUDHAR BHOI M 52 SC INC 41687 1 41688 
5. LAXMIDHAR BHOI M 44 SC RPI 888 0 888 
TOTAL: 110047 6 110053 
Constituency 50.BHUBANESWAR 
1. KAHNU CHARAN BEHERA M 49 GEN IND 523 0 523 
2. BHAGIRATHI BADAJENA M 53 GEN IND 716 0 716 
3. RAJENDRA ACHARYA M 40 GEN IND 2225 0 2225 
4. PRADYUMN SATAPATHY M 45 GEN IND 837 0 837 
5. PARESHNATH NAYAK M 44 GEN IND 4271 0 4271 
6. JAYADEV NAYAK M 50 GEN IND 921 0 921 
7. JOHN OMPRAKASH M 47 GEN IND 447 0 447 
8. SHYAM SUNDAR BHOI M 40 SC RPI 445 0 445 
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9. BAISHNAB PARIDA M 64 GEN SP 2043 0 2043 
10. KISHORE CHANDRA SAHOO M 33 GEN BMVP 1172 0 1172 
11, SARAT KUMAR KAR M 65 GEN INC 37712: 2 37774 
12, AKSHAYA KUMAR MOHANTY M 43 GEN BSP 2958 0 2958 
13, BISWABHUSAN HARICHANDAN M 69 GEN BJP 123661 10 123671 
14. SANATAN BEHERA M 46 GEN RJD 621 0 621 
TOTAL 178612 12 178624 
Constituency 51.JATNI 
1. SIMANCHAL NAYAK M 28 SC BSP 1612 0 1612 
2. SAYED SEKHAWAT ALI M 60 GEN SP 2074 0 2074 
3. SURESH KUMAR ROUTRAY M 60 GEN INC 57578 0 57578 
4. SARAT PATKARAY M 45 GEN BJD 61608 0 61608 
5. DWITIKRUSHNA BEHERA M 42 SC RPI 1370 0 1370 
TOTAL 124242 0 124242 
Constituency 52. PIPLI 
1, PRADEEP MAHARATHY M 47 GEN BJD 65033 6 65039 
2. JUDHISTIR SAMANTARAY M 48 GEN INC 54424 3 54427 
3. ASHOK PRADHAN M 38 GEN CPI(ML)(L) 4156 0 4156 
4. RATNAKAR PRADHAN M 39 GEN IND 1265 0 1265 
TOTAL: 124878 9 124887 
Constituency 53. NIMAPARA (SC) 
1. RABINDRA KUMAR SETHY M 49 SC INC 37178 1 37179 
2. BHAGIRATHI ROUT M 40 SC IND 33141 0 33141 
3. BAIDHAR MALLICK M 48 SC BJP 61413 8 61421 
4. AMIT KUMAR BHOI M 39 SC RPI 1544 0 1544 
5. HEMANT KUMAR PARIDA M 31 SC BSP 1690 0 1690 
TOTAL 134966 9 134975 
Constituency 54. KAKATPUR 
1. ASHIS KANUNGO M 49 GEN CPI 4832 1 4833 
2. MALLIK KUMAR UDDIN M 34 GEN BSP 624 0 624 
3. SURENDRA NATH NAIK M 70 GEN BJD 61835 23 61858 
4. ABDUL JALIL KHAN M 58 GEN IND 6763 1 6764 
5. AKSHAYA KUMAR BARIK M 34 GEN IND 11355 0 11355 
6. SATYABRAT PATRA M 45 GEN IND 46822 11 46833 
7. SUKANT KUMAR BISWAL M 46 GEN IND 1292 1 1293 
TOTAL: 133523 37 133560 
Constituency 55 . SATYABADI 
1. SANKARSAN PARIDA M 43 GEN BJD 14875 8 14883 
2. SUKANTA KISHORE SAMANTRAY M 39 GEN IND 1975 0 1975 
3. RAMARANJAN BALIARSINGH M 47 GEN IND 52196 5 52201 
4. JUDHISTIR MOHAPATRA M 42 GEN CPI(ML)(L) 800 1 801 
5. CHARAN AKSHAYA KUMAR DAS M 37 GEN SP 565 0 565 
6. PRASAD KUMAR HARICHANDAN M 37 GEN INC 48799 8 48807 
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7. KARUNAKAR DAS M 30 SC BSP 2927 1 2928 
8. MANAS RANJAN PATRA M 29 GEN BMVP 643 0 643 
TOTAL 122780 23 122803 
Constituency 56. PURI 
1. UMA BALLAV RATH M 40 GEN INC 54382 5 54387 
2. KASINATH BHOI M 31 SC BSP 3360 0 3360 
3. MAHESWAR MOHANTY M 48 GEN BJD 70799 10 70809 
4. RAMA CHANDRA PRADHAN M 58 GEN SP 821 0 821 
5. LALIT MOHAN MISHRA M 43 GEN IND 1772 0 1772 
6. HRUSHIKESH MISHRA M 30 GEN IND 945 0 945 
TOTAL: 132079 15 132094 
Constituency 57. BRAHMAGIRI 
1. LAXMIPRIYA MALIK F 35 SC BSP 3858 0 3858 
2. MRUTYUNJAY TRIPATHY M 46 GEN IND 1380 1 1381 
3. LALATENDU BIDYADHAR M 37 GEN INC 70481 12 70493 
MOHAPATRA 
4. SANJAY KUMAR DAS BURMA M 38 GEN BJD 65201 12 65213 
TOTAL: 140920 25 140945 
Constituency 58.CHILKA 
1. DEBENDRA NATH MANSINGH M 58 GEN INC 60911 5 60916 
2. BIBHUTI BHUSAN HARICHANDAN M 61 GEN BJP 72530 15 72545 
3. SUKANTA KUMAR PRADHAN M 28 GEN RSP 3921 0 3921 
TOTAL: 137362 20 137382 
Constituency 59.KHURDA 
1. JYOTIRINDRA NATH MITRA M 53 GEN BJD 59792 9 59801 
2. DILLIP SRICHANDAN M 44 GEN INC 53574 6 53580 
3. SHAIKH ABDUL WALI M 51 GEN RPI 2787 0 2787 
4. DHRUBA CHARAN PATTANAIK M 4B GEN SP 1314 0 1314 
5. PRADIP PATTNAIK M 49 GEN JD(U) 2844 0 2844 
TOTAL 120311 15 120326 
Constituency 60.BEGUNIA 
1. PRASANT JAGADEV M 34 GEN BJD 57652 5 57657 
2. LINGARAJ MANTHAN M 60 GEN IND 807 0 807 
3. SWAGATIKA PATTANAIK F 26 GEN IND 1444 0 1444 
4. SANJEEV KUMAR PAIKARAY M 37 GEN IND 472 0 472 
5. BASANTA KUMAR PAIKRAY M 47 GEN CPI 4594 0 4594 
6. JANAKI BALLAV PATNAIK M 75 GEN INC 59643 15 59658 
7. TILUNAYAK M 34 GEN RPI 1208 0 1208 
TOTAL: 125820 20 125840 
Constituency 61.RANPUR 
1. AKHILA KUMAR NAYAK M 26 SC BSP 2863 0 2863 
2. RAMAKANTA MISHRA M 59 GEN INC 54185 5 54190 
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3. SURAMA PADHY F 44 GEN BJP 58246 13 58259 
4. ASHAMANI NAIK F 37 SC RPI 1316 0 1316 
5. DEEPAK KUMAR MOHANTY M 36 GEN IND 1520 0 1520 
6. SIDHHARTH KUMAR PANDA M 39 GEN IND 2889 0 2889 
TOTAL: 121019 18 121037 
Constituency 62.NAYAGARH 
1. BRAJENDRA MALIK M 30 SC BSP 1683 0 1683 
2. SITAKANTA MISHRA M 43 GEN INC 49822 7 49829 
3. PURNA CHANDRA SAHOO M 32 GEN BMVP 2519 0 2519 
4. ARUN KUMAR SAHOO M 35 GEN BJD 52405 9 52414 
TOTAL: 106429 16 106445 
Constituency 63 . KHANDAPARA 
1. BANAMALI DASH M 43 GEN BJD 26521 3 26524 
2. SUDIPTA KUMAR MISHRA M 35 GEN INC 18516 0 18516 
3. PRAFULLA KUMAR NAIK M 45 SC RPI 888 0 888 
4. SACHIDANANDA DASH M 52 GEN JD(U) 1399 0 1399 
5. BIJAYALAXMI PATTNAIK F 48 GEN IND 30991 6 30997 
6. SIDDHARTH SEKHAR SINGH M 28 GEN IND 20716 0 20716 
TOTAL: 99031 9 99040 
Constituency 64. DASPALLA 
1. HARIHAR KARAN M 58 GEN INC 28768 0 28768 
2. SADHU CHARAN KANHAR M 57 ST IND 2565 1 2566 
3. RUDRA MADHAB RAY M 64 GEN IND 33849 0 33849 
4. DASARATHI NAIK M 31 SC RPI 1317 0 1317 
5. SUKANTA KUMAR PANIGRAHI M 32 GEN BJP 28838 2 28840 
6. KAMALA PATTASANI F 33 GEN BSP 2118 0 2118 
7. BHAGABAT PRADHAN M 50 GEN IND 1529 0 1529 
TOTAL: 98984 3 98987 
Constituency 65. JAGANATHPRASAD (SC) 
1. KABIRAJ BEHERA M 44 SC INC 34415 3 34418 
2. MADHABA NANDA BEHERA M 60 SC BJD 57486 3 57489 
TOTAL: 91901 6 91907 
Constituency 66 . BHANJANAGAR 
1. B.DAND PANI PATRO M 44 GEN INC 47261 10 47271 
2. BIKRAM KESHARI ARUKHA M 41 GEN BJD 52676 21 52697 
TOTAL: 99937 31 99968 
Constituency 67.SURUDA 
1. BANAMALI PANDA M 40 GEN IND 1060 0 1060 
2. BASUDEV MALLIK M 50 GEN IND 3034 0 3034 
3. SIRISA CHARAN MISHRA M 48 GEN IND 1676 0 1676 
4. SOMANATH RATH M 80 GEN INC 27815 0 27815 
5. DEBADAS BEHERA M 58 GEN BSP 2655 0 2655 
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6. KISHORE CHANDRA SINGH DEO M 43 GEN BJP. 54510 0 54510 
7. GOURA HARI PADHI M 54 GEN IND 4988 0 4988 
TOTAL 95738 0 95738 
Constituency 68.ASKA 
1. RAGHABA PARIDA M 65 GEN BJD 21747 10 21757 
2. KRUSHANA CHANDRA PRADHAN M 29 GEN IND 2117 0 2117 
3. DEBARAJ MOHANTY M 51 GEN IND 9162 3 9165 
4. SAROJ KUMAR PADHY M 47 GEN IND 24758 3 24761 
5. PRASANTA CHANDRA SWAIN M 42 GEN INC 23412 4 23416 
TOTAL: 81196 20 81216 
Constituency 69 . KAVISURYANAGAR 
1. NITYANANDA PRADHAN M 59 GEN CPI 40757 0 40757 
2. LADU KISHORE SWAIN M 49 GEN BJD 54670 3 54673 
3. GANGADHARA PANIGRAHY M 33 GEN IND 11314 1 11315 
TOTAL: 106741 4 106745 
Constituency 70. KODALA 
1. P. KAILASH CHANDRA PATRA M 32 GEN BSP 2509 0 2509 
2. SURYANARAYAN SAHU M 27 GEN IND 1673 0 1673 
3. RADHAKRISHNA NANDA M 44 GEN IND 1574 0 1574 
4. NIRANJAN PRADHAN M 47 GEN BJD 61026 3 61029 
5. KUMUDINI PATNAIK F 58 GEN INC 41016 1 41017 
6. NIRANJAN PRADHAN M 54 GEN SP 1359 0 1359 
TOTAL: 109157 4 109161 
Constituency 71. KHALLIKOTE 
1. KISHOR PALLAI M 48 GEN INC 43150 0 43150 
2. V.SUGNANA KUMARI DEO F 66 GEN BJD 63346 5 63351 
3. SUDARSAN KHUNTIA M 34 GEN IND 3514 2 3516 
TOTAL: 110010 7 110017 
Constituency 72. CHATRAPUR 
1. NATABARA BEHERA M 45 SC BSP 3978 0 3978 
2. NAGIREDDY NARAYAN REDDY M 48 GEN CPI 58150 12 58162 
3. RAMA CHANDRA PANDA M 55 GEN BJP 45602 22 45624 
4. VENKAT BIHARI PRAHARAJ M 52 GEN IND 2883 1 2884 
TOTAL: 110613 35 110648 
Constituency 73. HINJILI 
1. UDAYANATH NAYAK M 52 GEN INC 20325 1 20326 
2. NAVEEN PATNAIK M 57 GEN BJD 62968 0 62968 
3. D.NARAYAN M 47 GEN IND 3296 0 3296 
TOTAL: 86589 1 86590 
Constituency 74. GOPALPUR (SC) 
1. DR. TRINATH BEHERA M 56 SC INC 52635 11 52646 
2. NETAJI SUBASH CHANDRA DAS M 21 SC RPI 3310 1 3311 
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3. SAHADEV BEHERA M 33 SC IND 2331 1 2332 
4. DR. GOPAL KRUSHNA BEHERA M 59 SC BJD 40003 15 40018 
TOTAL: 98279 28 98307 
Constituency 75. BERHAMPUR 
1. BIKRAM KUMAR PANDA M 34 GEN INC 45623 3 45626 
2. DR. RAMESH CHANDRA CHYAU M 60 GEN BJD 48273 8 48281 
PATNAIK 
3. KHALLI SAHU M 62 GEN SP 1436 0 1436 
4. ALEKHA CHOUDHURY M 52 GEN IND 15965 0 15965 
5. PRABHAT KUMAR MOHANTY M 40 GEN IND 1343 0 1343 
6. SUSANT KUMAR SABAT M 36 GEN IND 1433 0 1433 
TOTAL 114073 11 114084 
Constituency 76. CHIKATI 
1. SURENDRA MANDAL M 35 GEN IND 2947 1 2948 
2. USHA DEVI F 52 GEN BJD 54949 4 54953 
3. CHINTAMANI DYAN SAMANTRA M 63 GEN INC 49577 3 49580 
4. BIDHAN CHANDRA PANDA M 45 GEN SP 2765 0 2765 
TOTAL: 110238 8 110246 
Constituency 77-MOHANA 
1. BUDHA GOMANGO M 45 ST IND 3255 0 3255 
2. BIR KISHOR DEV M 36 GEN IND 2993 0 2993 
3. DR. UDAYA NARAYAN DEV M 68 GEN INC 51693 9 51702 
4. SRUJYA NARAYAN PATRO M 56 GEN BJD 52632 0 52632 
TOTAL 110573 9 110582 
Constituency 78. RAMAGIRI (ST) 
1. BHARAT PAIK M 45 ST BJP 33540 2 33542 
2. HALADHARA KARIJI M 63 ST INC 26049 4 26053 
3. SOMANATH MAJHI M 55 ST JP 3369 0 3369 
4. JAMES RAIKA M 33 ST IND 20381 1 20382 
5. BANDANA BADAMUNDI F 25 ST IND 2616 0 2616 
6. BAIDHAR BADAMUNDI M 61 ST IND 1300 0 1300 
7. RAMACHANDRA NAYAK M 58 ST IND 2390 0 2390 
TOTAL: 89645 7 89652 
Constituency 79. PARLAKHEMUNDI 
1. KODURU NARAYANA RAO M 40 GEN IND 32865 7 32872 
2. MEENA KETAN JENNA M 57 GEN IND 876 0 876 
3. MANASA SABARA M 27 ST IND 962 0 962 
4. DARAPU RAVINDRA M 38 GEN BJP 9612 5 9617 
5. GORSANGO SAVARA M 64 ST BSP 1947 0 1947 
6. VADAVALASA VENKATA RAO M 40 GEN CPI(ML\(L) 2326 0 2326 
7. TRINATH SAHU M 62 GEN INC 37444 9 37453 
TOTAL: 86032 21 86053 
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Constituency 80. GUNUPUR (ST) 
1. RAMDAS SABAR M 34 ST BSP 7058 2 7060 
2. RAMURTY GAMANGO M 45 ST BJP 21202 1 21203 
3. HEMABATI GAMANG F 37 ST INC 41108 3 41111 
4. TRIPATI GOMANGO M 32 ST CPI(ML)(L) 8706 0 8706 
5. ASWINI GOMANGO M 38 ST IND 16747 1 16748 
6. PADAGANDA DAKU MAJHI 47 ST IND 4348 0 4348 
TOTAL 99169 7 99176 
Constituency 81. BISSAM-CUTTACK (ST) 
1. GIRIDHARA ULAKA M 31 ST BSP 12255 0 12255 
2. NAYAN KUMAR SARAKA M 25 ST IND 3669 0 3669 
3. HADI PIDIKAKA M 28 ST CPI(ML)(L) 3543 0 3543 
4. DAMBARUDHAR ULAKA M 65 ST INC 47739 0 47739 
5. SARANGADHAR KADRAKA M 49 ST BJD 34672 0 34672 
TOTAL 101878 0 101878 
Constituency 82. RAYAGADA (ST) 
1. ULAKA RAMA CHANDRA M 69 ST INC 59806 1 59807 
2. NABIN ADANGAKA M 31 ST BSP 6096 0 6096 
3. LAL BIHARI HIMIRIKA M 51 ST BJD 40056 1 40057 
4. MANDANGI MADHAVA RAO M 26 ST CPI(ML)(L) 3229 0 3229 
5. SANKAR BIDIKA M 38 ST JD(S) 3657 0 3657 
TOTAL: 112844 2 112846 
Constituency 83. LAKSHMIPUR (ST) 
1. SADAN MAJHI M 28 ST IND 5406 0 5406 
2. MAKARANDA MUDULI M 30 ST BSP 15718 1 15719 
3. KAMAL LOCHAN SAUNTA M 40 ST BJD 30577 0 30577 
4. ANANTARAM MAJHI M 68 ST INC 45223 1 45224 
TOTAL 96924 2 96926 
Constituency 84. POTTANGI (ST) 
1. PITAM PADHI M 32 ST BSP 7826 0 7826 
2. BHAGABAN PETIA M 38 ST INC 18052 2 18054 
3. JADU DORA SURYANARAYAN M 53 ST IND 4101 0 4101 
4. RAMACHANDRA KADAM M 36 ST IND 28606 0 28606 
5. JAYARAM PANGI M 49 ST BJD 52198 10 52208 
TOTAL: 110783 12 110795 
Constituency 85.KORAPUT 
1. GUPTA PRASAD DAS M 53 GEN BJD 38580 37 38617 
2. TARA PRASAD BAHINIPATI M 48 GEN INC 47681 39 47720 
3. SOMANATH KHORA M 34 GEN BSP 6790 3 6793 
4. CHITTA RANJAN BADU M 45 GEN SP 3654 0 3654 
5. DANIEL BAGH 47 GEN JD(S) 4023 2 4025 
TOTAL: 100728 81 100809 
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Constituency 86. MALKANGIRI (SC) 


1. ARABINDA DHALI M 45 Ne BJP 57458 2 57460 
2. NIMAI CHANDRA SARKAR M 43 SC INC 57682 31 57713 
3. BRAJA MAJHI M 35 Ne CPI 11067 0 11067 
TOTAL: 126207 33 126240 
Constituency 87. CHITRAKONDA (ST) 
1. PRAHALAD DORA M 56 ST BJP 38320 20 38340 
2. MAMATA MADHI F 28 ST INC 36045 11 36056 
3. SOMANATH MADKAMI M 57 ST BSP 8353 0 8353 
4. NANDA KISHORE MUDULI M 39 ST IND 8595 0 8595 
TOTAL: 91313 31 91344 
Constituency 88. KOTPAD (ST) 
1. BASUDEV MAJHI M 58 ST INC 52665 37 52702 
2. SADAN NAIK M 55 ST BJP 48942 25 48967 
3. TRILOCHAN DISARI M 29 ST IND 10144 1 10145 
TOTAL: 111751 63 111814 
Constituency 89 .JEYPORE 
1, PRAKASH CHANDRA MOHANTY M 61 GEN BSP 7429 0 7429 
2. RAGHUNATH PATNAIK M 75 GEN INC 43105 13 43118 
3. RABI NARAYAN NANDA M 41 GEN BJD 63125 16 63141 
TOTAL: 113659 29 113688 
Constituency 90. NOWRANGPUR 
1. JAYADEV PARIDA M 57 GEN BJP 39252 21 39273 
2. ASHOK MISRA M 44 GEN SP 6518 0 6518 
3. HABIBULLA KHAN M 69 GEN INC 50699 43 50742 
4. JIBAN CHANDRA TAKRI M 33 GEN BSP 6366 0 6366 
TOTAL: 102835 64 102899 
Constituency 91. KODINGA (ST) 
1. DAMODOR PUJARI M 48 ST BSP 8038 0 8038 
2. MOHAN MAJHI M 43 ST BJP 42345 3 42348 
3. SADAN NAYAK M 50 ST INC 44940 2 44942 
4. BALARAM PUJARI M 50 ST IND 6546 0 6546 
TOTAL: 101869 5 101874 
Constituency 92. DABUGAM (ST) 
1. BHUJABAL MAJHI M 38 ST INC 42195 5 42200 
2. MANGAL CHARAN NAIK M 50 ST BSP 10758 0 10758 
3. RAMESH CH. MAJHI M 27 ST BJD 56705 50 56755 
4. MOTIRAM NAYAK M 35 ST IND 11263 0 11263 
TOTAL: 120921 55 120976 
Constituency 93. UMARKOTE (ST) 
1. PORAMA PUJARI F 50 ST INC 33684 1 33685 
2. JAGABANDHU MAJHI M 31 ST IND 35696 0 35696 
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3. DHARMU GOND M 41 ST BJP 48334 12 48346 
4. RABINARAYAN SAMARATH M 38 ST IND 8548 0 8548 
TOTAL 126262 13 126275 
Constituency 94.NAWAPARA 
1. JAGANNATH PATNAIK M 59 GEN INC 17279 0 17279 
2. BASANTA KUMAR PANDA M 42 GEN BJP 39375 9 39384 
3. RAJARAM SAHU M 31 GEN BSP 2435 0 2435 
4. JAGADISH SAHU M 38 GEN IND 1517 0 1517 
5. RAJ KUMAR CHOUHAN M 31 SC IND 5749 0 5749 
6. RAJ KUMAR SINGH M 45 GEN IND 1971 0 1971 
7. RAJU SONI M 38 GEN IND 3051 0 3051 
8. RAJENDRA DHOLAKIA M 44 GEN IND 41676 3 41679 
TOTAL: 113053 12 113065 
Constituency 95 .KHARIAR 
1, DURYODHAN MAJHI M 63 ST BJD 61955 1 61956 
2. BHUPATI MAJHI M 57 ST IND 1472 0 1472 
3, SURENDRA KUMAR TANDIA M 26 SC IND 3213 0 3213 
4. PUTURAM MAJHI M 55 ST BSP 3567 0 3567 
5. DEB DEB PRASAD SINGH DEO M 29 GEN INC 38811 0 38811 
6. TANKADHAR NIAL YADAV M 53 GEN SP 5336 0 5336 
TOTAL 114354 1 114355 
Constituency 9%. DHARAMGARH (SC) 
1. BHAWANISHANKAR NIAL M 34 SC SP 3360 1 3361 
2. JUGARAM BEHERA M 55 SC IND 1401 0 1401 
3. DIGAMBAR DURIA M 30 SC IND 1997 1 1998 
4. RAMBILAS SAGAR M 40 SC IND 2235 0 2235 
5. BAIKUNTHA DHANGADAMAJHI M 48 SC RPI 2842 0 2842 
6. SATYABAN NAIK M 36 SC BSP 3775 1 3776 
7. BHISMA SUNANI M 41 SC INC 38939 12 38951 
8. BIRA SIPKA M 49 SC BJD 52522 45 52567 
9. DIGSAN MANGARAJ M 54 SC IND 1812 2 1814 
TOTAL 108883 62 108945 
Constituency 97.KOKSARA 
1, SURENDRA KUMAR PATTJOSHI M 66 GEN OGP 23939 6 23945 
2. MADHUSUDAN BAG M 46 GEN IND 5291 0 5291 
3. DHABALESWAR NAIK M 60 ST IND 2135 0 2135 
4. TILOTTAMA NAIK F 37 SC IND 1812 0 1812 
5. SHIBA DHANGADAMAJHI M 43 SC RPI 5019 0 5019 
6. BHUBANESWAR DURGA M 35 SC SHS 3155 0 3155 
7. PUSHPENDRA SINGH DEO M 38 GEN BJD 54265 5 54270 
8. MARKAND PANIGRAHI M 60 SC BSP 7207 1 7208 
TOTAL: 102823 12 102835 
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Constituency 98 .JUNAGARH 
1. SIBA HATI M 46 GEN SP 12829 2 12831 
2. HEMANTA KUMAR PANDA M 42 GEN IND 13166 2 13168 
3. BIRANCHI NARAYAN PANDA M 4l GEN IND 5149 1 5150 
4. PITAMBAR RANA M 35 GEN IND 3795 0 3795 
5. KUNJA BIHARI MUND M 62 GEN IND 2032 0 2032 
6. JAGADISH MAJHI M 40 ST RPI 7420 0 7420 
7. HIMANSU SEKHAR MEHER M 43 GEN BJP 39131 19 39150 
8. TIRTHARAJ DURGA M 30 SC BSP 10973 0 10973 
9. SUSIL KUMAR PANDA M 37 GEN JD(S) 11737 5 11742 
10. AJIT KUMAR JAL M 28 SC IND 1415 0 1415 
TOTAL 107647 29 107676 
Constituency 99. BHAWANIPATNA (SC) 
1. ANAM NAIK M 39 SC INC 45130 34 45164 
2. PRADIPTA KUMAR NAIK M 39 SC BJP 53704 29 53733 
3. BHAKTARAM NAIK M 49 SC BSP 4960 0 4960 
4. THABIR NAIK M 31 SC JD(S) 2444 0 2444 
5. URBASI NAIK F 33 SC IND 2825 1 2826 
TOTAL: 109063 64 109127 
Constituency 100. NARLA (ST) 
1. AKSHAYA KUMAR SABAR M 26 ST BSP 7150 0 7150 
2. SASHIDHAR MAJHI M 29 ST RPI 3212 1 3213 
3. MANDHATA BHOI M 44 ST CPI(ML)\(L) 3300 0 3300 
4. KUMARMANI SABAR M 45 ST INC 38300 7 38307 
5. BALABHADRA MAJHI M 41 ST BJD 50980 22 51002 
TOTAL 102942 30 102972 
Constituency 101 . KESINGA 
1. DHANESWAR MAJHI M 62 ST BJP 48509 16 48525 
2. PRAMOD KUMAR BHOI M 36 GEN BSP 4173 0 4173 
3. BHUPINDER SINGH M 52 GEN INC 47916 16 47932 
4. JAGAT PADHAN M 65 GEN CPI(ML)\(L) 2470 0 2470 
5. UCHHABA SAHU M 28 GEN IND 2481 0 2481 
6. BASANTA KUMAR SANDHA M 42 GEN IND 2614 0 2614 
TOTAL: 108163 32 108195 
Constituency 102. BALLIGUDA (ST) 
1. LESA PRADHAN M 4l ST BSP 5326 0 5326 
2. KRUSHNA CHANDRA KONHAR M 35 ST IND 28692 0 28692 
3. KARENDRA MAJHI M 31 ST BJP 38987 0 38987 
4. SAHURA MALLICK M 60 ST INC 37075 1 37076 
TOTAL: 110080 1 110081 
Constituency 103. UDAYAGIRI (ST) 
1. AJAYANTI PRADHAN F 39 ST INC 54246 2 54248 
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2. SALUGA PRADHAN M 44 ST BJD 40747 2 40749 
3. NAMESHWAR SUNAMAJHI M 39 ST IND 3625 0 3625 
4. MANOJ PRADHAN M 30 ST IND 12639 0 12639 
TOTAL 111257 4 111261 
Constituency 104. PHULBANI (SC) 
1. SANJIT KUMAR MANDAL M 32 SC IND 9074 0 9074 
2. PADMANABHA BEHERA M 47 SC BJD 58067 7 58074 
3. BIBHU PRASAD NAYAK M 21 SC BSP 2229 0 2229 
4. RADHAKANTA DIGAL M 49 SC INC 41939 4 41943 
5. UDAYANATH SAHANI M 32 SC IND 2122 0 2122 
6. TRINATH MAJHI M 40 SC IND 1431 0 1431 
TOTAL: 114862 11 114873 
Constituency 105.BOUDH 
1. HARINARAYAN PRADHAN M 43 GEN IND 17134 1 17135 
2. SACHIDANANDA DALAL M 62 GEN IND 7580 1 7581 
3. NABA KUMAR MISHRA M 43 GEN IND 6695 1 6696 
4. SUJIT KUMAR PADHI M 45 GEN INC 30436 3 30439 
5. GANGADHAR HANSA M 38 SC BSP 3748 0 3748 
6. PRADIP KUMAR AMAT 52 GEN BJD 41460 15 41475 
TOTAL: 107053 21 107074 
Constituency 106. TITILAGARH (SC) 
1, ASHIMA MAHANANDA F 42 SC INC 41592 1 41593 
2. JOGENDRA BEHERA M 62 SC BJD 49687 2 49689 
3. LALU BAG M 37 SC BSP 4527 0 4527 
4. GOBARDHAN NAG M 31 SC SP 3785 0 3785 
5. BALARAM SAH M 32 SC KSP 3339 0 3339 
TOTAL 102930 3 102933 
Constituency 107 . KANTABANJI 
1. SANTOSH SINGH SALUJA M 43 GEN INC 31139 5 31144 
2. HAJIMD. AYUB KHAN M 56 GEN IND 39531 1 39532 
3. ASHOK RATH M 47 GEN BJP 19170 3 19173 
4. SURATHA BEHERA M 38 GEN IND 4495 0 4495 
5. JOGENDRA BACHHA M 30 GEN SP 2843 0 2843 
TOTAL 97178 9 97187 
Constituency 108 . PATNAGARH 
1. KANAK VARDHAN SINGH DEO M 47 GEN BJP 3097 7 11 56988 
2. BAMANA CHANDRA KUMBHAR M 59 SC BSP 2752 0 2752 
3. BIBEKANANDA MEHER M 60 GEN INC 36166 2 36168 
4. KISHORE CHANDRA MOHANTY M 57 GEN SHS 2635 1 2636 
5. TIKUNU ROUT M 64 GEN IND 1276 0 1276 
6. NIRAKARA MEHER 67 GEN IND 2350 1 2351 
TOTAL: 102156 15 102171 
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Constituency 109. SAINTALA 
1. SURENDRA SINGH BHOI M 44 ST INC 28877 0 28877 
2. JALANDHAR MEHER M 47 GEN IND 3533 0 3533 
3. GOPI NAG M 35 SC BSP 3185 0 3185 
4. KALIKESH NARAYAN SINGH DEO M 30 GEN BJD 32058 1 32059 
5. SANTANU KUMAR NAIK M 34 GEN IND 27809 0 27809 
TOTAL: 95462 1 95463 
Constituency 110 . LOISINGHA 
1. ASHOK KUMAR BARIK M 34 GEN BSP 3369 0 3369 
2. NARASINGHA MISHRA M 63 GEN INC 31483 4 31487 
3. LALIT KUMAR NAYAK M 43 GEN BJP 25766 0 25766 
4. AAKASH MISHRA M 25 GEN IND 27568 3 27571 
5. GIRIDHARI PATI M 37 GEN IND 17830 0 17830 
TOTAL: 106016 7 106023 
Constituency 111. BOLANGIR 
1. ANANGA UDAYA SINGH DEO M 59 GEN BJD 62768 1 62769 
2. MOHAMMAD MUZAFFAR HUSSAIN M 57 GEN INC 37886 0 37886 
KHAN 
3. SURJYADEV DIP M 25 SC BSP 6196 0 6196 
4. RABINDRA KUMAR PANIGRAHI M 48 GEN SHS 4726 0 4726 
TOTAL: 111576 1 111577 
Constituency 112. SONEPUR (SC) 
1. ANANDA BARIK M 45 SC IND 9862 0 9862 
2. BINOD PATRA M 36 SC INC 46652 3 46655 
3. PRANABANDHU BARIK M 37 SC BSP 3358 0 3358 
4. KUNDURU KUSHAL M 53 SC BJD 45974 2 45976 
5. HAREKRUSHNA SARVANGIA M 38 SC IND 4994 0 4994 
TOTAL: 110840 5 110845 
Constituency 113.BINKA 
1. ASHOK KUMAR PUJARI M 40 GEN INC 40285 1 40286 
2. NIRANJAN PUJHARI M 42 GEN BJD 54296 2 54298 
3. MAHENDRA SUNA M 36 SC BSP 3137 0 3137 
4. BIMALA NAIK F 33 SC RPI 2667 0 2667 
5. NABA KRUSHANA DANTA M 42 GEN IND 28202 3 28205 
6. PANCHANAN MISHRA M 49 GEN IND 3681 0 3681 
TOTAL: 132268 6 132274 
Constituency 114. BIRMAHARAJPUR 
1. SANJEEB KUMAR SAHOO M 44 GEN BJD 51379 0 51379 
2. KISHOR KUMAR HOTA M 36 GEN JD(U) 2007 0 2007 
3. PRABIN KUMAR SAHOO M 33 GEN BSP 2336 0 2336 
4. KARTIK PRASAD TARIA M 52 SC INC 36751 9 36760 
5. RAMA MAHANAND M 39 SC RPI 2590 0 2590 
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TOTAL: 95063 9 95072 
Constituency 115. ATHMALLIK 
1. AMARNATH PRADHAN M 46 GEN INC 54230 22 54252 
2. NAGENDRA KUMAR PRADHAN M 52 GEN BJD 55120 10 55130 
3. SANTILATA BEHERA F 40 Ne BSP 1287 0 1287 
4. ASIT RANJAN DEO M 50 GEN IND 5484 2 5486 
5. BRAJA SUNDAR PRADHAN M 43 GEN IND 962 0 962 
6. BHIMSEN BEHERA M 49 GEN IND 3344 1 3345 
TOTAL: 120427 35 120462 
Constituency 116.ANGUL 
1. AVAYA BEHERA M 37 GEN IND 668 0 668 
2. BINODA KUMAR MISHRA M 62 GEN IND 734 0 734 
3. DR. HARIHARA DASH M 59 GEN IND 1343 0 1343 
4. SATYABRATA SWAIN M 46 GEN IND 16535 1 16536 
5. KARMU KUMAR NAIK M 26 Ne RPI 1278 1 1279 
6. SANGRAM KESHARI MISHRA M 41 GEN INC 42838 ll 42849 
7. RAJANI KANT SINGH M 50 GEN BJD 61289 9 61298 
8. PURNA CHANDRA GOCHHAIT M 63 Ne BSP 4011 0 4011 
9. RAMESH JENA M 63 GEN IND 8311 0 8311 
TOTAL: 137007 22 137029 
Constituency 117. HINDOL (SC) 
1. ANJALI BEHERA F 32 Ne BJD 47102 28 47130 
2. TRINATH BEHERA M 32 Ne INC 41657 19 41676 
3. RAMESH CHANDRA NAIK M 32 Ne BSP 1779 1 1780 
4. BHAJAMAN BEHERA M 61 Ne sP 4681 1 4682 
5. MANOJ KUMAR NAYAK M 28 Ne BMVP 1006 0 1006 
6. PRASANNA KUMAR BEHERA M 35 Ne IND 1469 0 1469 
TOTAL: 97694 49 97743 
Constituency 118 . DHENKANAL 
1. SUDHIR KUMAR SAMAL M 48 GEN INC 53472 5 53477 
2. SUKANTA KUMAR DAS M 29 GEN IND 2629 1 2630 
3. USHA DEHURY F 42 ST RPI 1606 0 1606 
4. KRUSHANA CHANDRA PATRA M 37 GEN BJP 47994 17 48011 
5. ANJULATA PRADHAN F 37 GEN IND 1855 1 1856 
TOTAL: 107556 24 107580 
Constituency 119.GONDIA 
1. AMARJYOTI SINGH DEO M 41 GEN INC 14259 10 14269 
2. SAROJ KUMAR SAMAL M 41 GEN BJD 42413 8 42421 
3. DEBASHISHA HOTA M 25 GEN ABHM 2159 0 2159 
4. NABIN NANDA M 45 GEN sP 31363 2 31365 
5. SULOCHANA NAYAK F 27 Ne RPI 1154 0 1154 
6. SARAJU SAMAL M 42 GEN IND 795 0 795 
7. SIDHESWARI PRASAD MISHRA M 33 GEN IND 20204 2 20206 
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TOTAL: 112347 22 112369 
Constituency 120. KAMAKHYANAGAR 
1, RANJUBALA NAYAK F 30 SC RPI 2740 1 2741 
2. SIBARAM SAHOO M 52 GEN IND 3022 0 3022 
3. SANTILATA SWAIN F 41 GEN IND 1665 0 1665 
4. SATRUGHAN JENA M 39 GEN IND 24769 0 24769 
5. DEBADATTA PATNAYAK M 43 GEN IND 11991 0 11991 
6. SANTABALA JEE F 52 GEN INC 20231 3 20234 
7, PRAFULLA KUMAR MALLIK M 56 GEN BJD 53348 3 53351 
8. BUDURAM PINGUA M 45 ST IND 1214 0 1214 
TOTAL: 118980 7 118987 
Constituency 121. PALLAHARA 
1. DEBENDRA PRADHAN M 62 GEN BJP 58371 i: 58378 
2. NRUSINGHA SAHU M 53 GEN INC 73897 10 73907 
3. MAHENDRA KUMAR SAHOO M 32 GEN BSP 2305 2 2307 
4. BASANTA BIHARI DANDIA M 53 GEN RPI 1084 0 1084 
5. SARAT CHANDRA DEB M 35 GEN SP 1625 0 1625 
6. AKSHYA GARNAYAK M 31 GEN IND 1621 0 1621 
TOTAL: 138903 19 138922 
Constituency 122. TALCHER (SC) 
1. MAHESH SAHOO M 44 SC BJP 65546 15 65561 
2. HALADHARA NAIK M 42 SC IND 4321 0 4321 
3. SASHMITA BEHERA F 32 SC IND 12820 2: 12822 
4. PRAMODA CHANDRA BEHERA M 52 SC KSP 1402 0 1402 
5. BIJAYA KUMAR NAIK M 29 SC BSP 3389 0 3389 
6. AKRURA SAHOO M 50 SC INC 54189 7 54196 
7, AHALYA NAIK F 52 SC IND 980 0 980 
TOTAL: 142647 24 142671 
Constituency 123 . PADAMPUR 
1. BIJAY RANJAN SINGH BARIHA M 45 GEN BJD 60181 19 60200 
2. SATYA BHUSAN SAHU M 52 GEN INC 63277 53 63330 
TOTAL: 123458 72 123530 
Constituency 124. MELCHHAMUNDA 
1. JIKRIYA KUMAR BAG M 46 SC BSP 4333 0 4333 
2. PRAKASH CHANDRA DEBTA M 57 GEN INC 43547 1 43548 
3. MOHAMMAD RAFIQUE M 47 GEN BJP 43812 7 43819 
4. MURARI PRASAD MISHRA M 67 GEN IND 20706 4 20710 
TOTAL: 112398 12 112410 
Constituency 125. BIJEPUR 
1. SUPAR MAHANAND M 29 SC BSP 3066 0 3066 
2. DILLIP KUMAR PANDA M 38 GEN IND 2898 0 2898 
3. RAM PRASAD SAHU M 49 GEN IND 2168 0 2168 
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4. GANESH NAIK M 34 GEN IND 816 0 816 
5. SUBAL SAHU M 43 GEN INC 66402 5 66407 
6. ASHOK KUMAR PANIGRAHY M 46 GEN BJD 44489 0 44489 
7. TEJRAJ BHO! M 49 GEN JD(S) 1908 0 1908 
8. KUBER JAL YADAV M 46 GEN IND 1286 0 1286 
TOTAL 123033 5 123038 
Constituency 126. BHATLI (SC) 
1. BIMBADHAR KUANR M 54 SC BJP 43620 2 43622 
2. RIPUNATH SETH M 51 SC INC 43456 0 43456 
3. SATAPATHY CHHATAR M 57 SC BSP 5180 0 5180 
4. KUMAR BEHERA M 61 SC IND 11402 0 11402 
TOTAL: 103658 2 103660 
Constituency 127. BARGARH 
1. SADHU NEPAK M 51 GEN INC 50993 2 50995 
2. LINGARAJ M 42 GEN SWIJP 20364 1 20365 
3. BHISMADEV DORA M 53 ST BSP 4469 1 4470 
4. ANANDA ACHARYA M 66 GEN BJD 55132 5 55137 
TOTAL: 130958 9 130967 
Constituency 128.SAMBALPUR 
1. DURGA SHANKAR PATTANAIK M 65 GEN INC 48834 1 48835 
2. RAJENDRA KUMBHAR M 43 SC BSP 3912 0 3912 
3. ASHOK KUMAR AGRAWAL M 43 GEN SP 1097 0 1097 
4. M. SATYANARAYAN DORA M 32 ST RJD 1119 0 1119 
5. ATMARAM SUPKAR M 45 GEN IND 1186 0 1186 
6. NARAYAN CHANDRA PATI M 50 GEN IND 3241 0 3241 
7. JAYANARAYAN MISHRA M 41 GEN BJP 64586 11 64597 
TOTAL 123975 12 123987 
Constituency 129. BRAJARAJNAGAR 
1. SITARAM RUNGTA M 69 GEN KSP 878 0 878 
2. RADHARANI PANDA F 42 GEN IND 14731 0 14731 
3. MANOJ KUMAR AGARWAL M 38 GEN IND 1350 0 1350 
4. NAROTTAM BUDA M 58 SC IND 555 0 555 
5. KESHAB SAHOO M 54 GEN IND 2981 0 2981 
6. SURESH PUJARI M 44 GEN BJP 39261 0 39261 
7. SUSILA TANDI F 27 GEN BSP 2394 0 2394 
8. ANUP KUMAR SAI M 43 GEN INC 40407 0 40407 
9. GUNANIDHI BARIK 30 GEN IND 702 0 702 
TOTAL: 103259 0 103259 
Constituency 130. JHARSUGUDA 
1. KISHOR KUMAR MOHANTY M 45 GEN BJD 61294 1 61295 
2. NABA KISHORE DAS M 43 GEN INC 50136 0 50136 
3. BADAL BIHARI DASH M 32 GEN IND 3544 0 3544 
4. SITARAM SHARMA M 56 GEN IND 2803 0 2803 
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TOTAL: 117777 1 117778 
Constituency 131. LAIKERA (ST) 
1. BRUNDABAN MAJHI M 42 ST BJP 48079 2 48081 
2. HEMANANDA BISWAL M 62 ST INC 46735 2 46737 
3. BHABANI SHANKAR NAIK M 43 ST IND 8071 0 8071 
TOTAL: 102885 4 102889 
Constituency 132. KUCHINDA (ST) 
1. RABI NARAYAN NAIK M 34 ST BJP 47129 14 47143 
2. DURGA BAG M 39 ST IND 3202 1 3203 
3. SOVARAM PADHAN M 47 ST INC 42556 2, 42558 
4. GAJENDRA BHOI M 35 ST IND 2519 0 2519 
TOTAL: 95406 17 95423 
Constituency 133. RAIRAKHOL (SC) 
1. DEBARAJ NAIK M 32 SC BSP 2559 0 2559 
2, RAMAKRISHNA MAHANANDA M 44 SC INC 24464 1 24465 
3. SANATAN BISI M 62 SC BJD 36249 11 36260 
4. MANGOBIND PRADHAN M 46 SC SPSP 1251 0 1251 
5. LAL BAHADUR BAG M 60 SC KSP 5443 0 5443 
6. NAURI CHANDRA NAIK M 37 SC IND 22775 1 22776 
7. HAMID PRASAD LUHA M 32 SC IND 1311 0 1311 
TOTAL: 94052 13 94065 
Constituency 134. DEOGARH 
1. SARAN TIRKEY M 59 ST BSP 4616 0 4616 
2. SARANGADHAR PRADHAN M 6l GEN IND 1835 0 1835 
3. GIRIDHARI SAMAL M 37 GEN IND 2257 0 2257 
4. KUMUDA BANDHU PATRA M 58 SC IND 2256 0 2256 
5. NITESH GANGA DEB M 36 GEN INC 62440 47 62487 
6. SUBASH CHANDRA PANIGRAHI M 47 GEN BJP 48588 18 48606 
TOTAL: 121992 65 122057 
Constituency 135. SUNDARGARH 
1. KISHORE CHANDRA PATEL M 58 GEN INC 45994 0 45994 
2. SHANKARSAN NAIK M 46 GEN BJP 54954 2 54956 
3. SUNIL SINGH M 33 SC BSP 3686 0 3686 
4. BHUBANESWAR BANCHHOR M 60 GEN SP 1316 0 1316 
5. BIJAY KUMAR MUNDA M 27 ST IND 1578 0 1578 
6. SURESH CHANDRA PATEL M 45 GEN IND 2119 0 2119 
TOTAL: 109647 2 109649 
Constituency 136. TALSARA (ST) 
1. ESUDAS TIRKEY M 30 ST JKP 3087 0 3087 
2. RAJNI KUJUR F 28 ST IND 4023 0 4023 
3. BAIKUNTHA KALO M 38 ST BJP 42435 2 42437 
4. GAJADHAR MAJHI M 62 ST INC 43387 9 43396 
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TOTAL: 92932 ol 92943 
Constituency 137. RAJGANGPUR (ST) 
1. MANGALA KISAN M 56 ST BJD 48108 8 48116 
2. CLARA BARLA F 35 ST JKP 3260 5 3265 
3. ANGELA TETE F 64 ST IND 5949 0 5949 
4. GREGORY MINZ M 40 ST INC 59159 6 59165 
TOTAL: 116476 19 116495 
Constituency 138. BIRAMITRAPUR (ST) 
1. RAISON ORAM M 27 ST BJP 19893 0 19893 
2. DEEPAK SOY M 38 ST JKP 2399 0 2399 
3. NIHAR SURIN M 40 ST JMM 37753 0 37753 
4. GEORGE TIRKEY M 45 ST IND 27728 0 27728 
TOTAL: 87773 0 87773 
Constituency 139. ROURKELA 
1. SURESH MAJHI M 32 ST BSP 1474 0 1474 
2. PATITA PABAN RAY M 52 GEN IND 637 0 637 
3. ANIL KUMAR MISHRA M 61 GEN IND 1019 0 1019 
4. SAROJ KUMAR ROUT M 35 GEN IND 630 0 630 
5. SARADA PRASAD NAYAK M 45 GEN BJD 72343 0 72343 
6. NIHAR RAY M 45 GEN INC 46438 0 46438 
7. PREMA SAGAR SUNDI M 48 ST RJD 544 0 544 
8. Y. JAGGA RAO M 36 GEN RSP 548 0 548 
TOTAL 123633 0 123633 
Constituency 140. RAGHUNATHPALI (ST) 
1. MARIANUS LAKRA M 32 ST IND 790 0 790 
2. SHANKAR ORAM M 34 ST IND 8745 0 8745 
3. BAGILAKRA M 45 ST IND 5881 0 5881 
4. PADMINI NAIK F 32 ST IND 6814 0 6814 
5. GANESH KARIYA HANSDAH M 30 ST IND 1676 0 1676 
6. ALISA MUNDARI F 34 ST IND 3900 0 3900 
7. HALU MUNDARY M 39 ST JMM 35521 0 35521 
8. SANTOSH MINZ M 27 ST IND 2167 0 2167 
9. SHYAM SUNDAR BHUMIJ M 26 ST BSP 3877 0 3877 
10. PURNIMA KERKETTA F 31 ST BJP 34809 0 34809 
11. KHARA KUJUR 36 ST IND 3220 0 3220 
TOTAL: 107400 0 107400 
Constituency 141. BONAI (ST) 
1. LAXMAN MUNDA M 37 ST CPM 37888 2 37890 
2. DAYANIDHI KISAN M 53 ST IND 19639 5 19644 
3. BHIMA CHOUDHURY M 42 ST BJP 32154 9 32163 
4. SUNDARMANI KISAN M 34 ST IND 4635 0 4635 
TOTAL: 94316 16 94332 
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Constituency 142. CHAMPUA (ST) 
1. DURYODHAN PINGUA M 62 ST BJP 28750 7 28757 
2. DHANURJAY SIDU M 37 ST INC 38050 0 38050 
3. CHITTARANJAN NAIK M 44 ST IND 5755 3 5758 
4. BIBHISAN NAIK M 62 ST IND 2957 0 2957 
5. SAHARAI ORAM M 62 ST IND 21992 0 21992 
TOTAL: 97504 10 97514 
Constituency 143. PATNA (ST) 
1. GOURAHARI NAIK M 45 ST BJP 42739 5 42744 
2. HRUSHIKESH NAIK M 63 ST IND 27613 5 27618 
3. SUMITRARANI BIRUA F 26 ST BSP 3823 0 3823 
4. SATYABRATA NAIK M 27 ST INC 36121 3 36124 
TOTAL: 110296 13 110309 
Constituency 144. KEONJHAR (ST) 
1. GHASINATH MUDI M DD ST BSP 5018 0 5018 
2. MADHAB SARDAR M 36 ST INC 35143 1 35144 
3. MOHAN CHARAN MAJHI M 32 ST BJP 46140 6 46146 
4. GAMHA MUNDA M 29 ST IND 2769 0 2769 
5. DARSAN MUNDA M 28 ST IND 3565 0 3565 
6. BIDYADHAR DEHURY M 37 ST IND 12645 1 12646 
7. SASMITARANI SINGH F 27 ST IND 5344 0 5344 
8. SIDHESWAR NAIK M 42 ST IND 4318 0 4318 
TOTAL 114942 8 114950 
Constituency 145. TELKOI (ST) 
1. PRANA BALLAV NAYAK M 54 ST INC 46289 0 46289 
2. BRUNDABAN NAIK M 39 ST IND 21183 0 21183 
3. NILADRI NAYAK M 54 ST BJD 49047 1 49048 
4. SANJAY SEKHAR GIRI M 35 ST IND 12821 0 12821 
TOTAL: 129340 1 129341 
Constituency 146 . RAMCHANDRAPUR 
1. DEBENDRA JENA M 53 GEN BJP 25265 5 25270 
2. NIRANJAN PATNAIK M 6l GEN INC 54881 3 54884 
3. ALOK MISHRA M 31 GEN IND 2623 0 2623 
4. BADRINARAYAN PATRA M 63 GEN IND 54358 44 54402 
5. MADHUSUDAN RAY M 2 GEN IND 1650 0 1650 
6. RABINARAYAN HOTA M 37 GEN IND 1986 0 1986 
TOTAL: 140763 52 140815 
Constituency 147. ANANDAPUR (SC) 
1. BHAGIRATHI SETHY M 49 SC IND 12440 0 12440 
2. JAYADEV JENA M 53 SC INC 69032 0 69032 
3. MAYADHAR JENA M 50 SC BJP 43826 0 43826 
4. NARENDRA KUMAR JENA M 29 SC IND 2182 0 2182 
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TOTAL: 127480 0 127480 
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